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ABDOMEN, acute conditions, 141r,153k; 
diseases, 141t,298q: hemorrhage,297b; 
pain,296u; rigidity 267k; surgery,152v,216g, 
268a,296m ,299f; tuberculosis, 153e; tumors, 
276q; wounds & injuries ,299w,300-1 

ABORTION, criminal, 150v,255w; infectious, 
238h 

ABREACTION, 2620 

ABSCESS, peritonsillar, 168d,286-1; pterygo- 
mandibular ,168d; retropharyngeal,298k; 
subphrenic, 1670 

ACARIASIS, 302w 

ACARUS scabiei, 307u 

ACCIDENTS, 273m; industrial,201j; psycho- 
logical factor ,228q . 

ACETYLENE,278m 

ACETYLENE TETRACHLORIDE,248e 

ACID, adenylpyrophosphoric,130r ,132s,172k; 
aminoacetic,132w,135a; aminobenzoic,136u, 
150k,177k,212s,267r,272u,274d; argininic, 
134u; aspartic,187w; benzoic,178p,212k; 
carboxylic,132v,2780; cysteic,133w; fatty, 
1310,135h,k,243u; formic,135v; glucuronic, 
135q,190i; glutamic,131j,135v,173h,187w; 
guanidoacetic,172q; hexosediphosphoric, 
280j; hyaluronic,189n; iodoacetic,2120; 
keto,131p,133r; kojic,190j; lactic,264j; 
myelokentric,246d; organic,188t; phenol- 
sulfonic,216v; phenylpyruvic,134d; proto- 
catechuic, 188k; pteroylglutamic,134c,172m, 
210f; pyruvic,132n,290v; succinic,291d; 
sulfonic,216r; sulfuric,190b; thymonucleic, 
138s 

ACID BASE EQUILIBRIUM, 177-1 

ACIDOSIS, 238k; cpl. & seq., 273p; renal,266c; 
respiratory ,255m 

ACNE, epidemiol.& statist.,243k; therapy,255t 

ACRIDINE DYES, 188v 

ACROMEGALY, 140-1,249v,296d; cpl.& seq., 
296h 

| ACTINOMYCETES, 129s, 209m 

} ACTINOMYCOSIS,145g; pulmonary,299b 

| ADAPTATION, alarm reaction, 227k 

ADAPTATION SYNDROME, 127g 

ADENOGRAPHY, 256g 

ADENODDS, therapy, 127e 

ADENOSINE DEAMINASE, 134k 

ADHESIONS, abdominal, 153-1; prevention, 





297m 

ADOLESCENCE, 253q, 270v, 272-1; psychol., 
140f 

ADRENAL PREPARATIONS, 296t; eff., 209t; 
stability ,291k; standardization ,203k 

ADRENALS, absence,207n; cancer ,131a,176r ,262q; 
function tests,133h; hemorrhage,208b; insuffi- 
ciency ,226a; physiol.,139r,t,164r,211v,282r; 
secretion,171j; tumors,130w,207b,n,241s, 
252n,296w 

ADRENOCHROME, 1330 

ADRENOGENITAL SYNDROME, 176r 

ADSORPTION, 188c 

AEROSOLS, 171i,222s,239f,g,251a,282b; 
generators,239i 

AGGLUTINATION & AGGLUTININS, 129a,1840, 
226r ,281r; bacterial,263b; hemagglutination, 
13 1h,226p,252h,260b 

AGRICULTURE, hygiene,294d 

AIR, analysis,248i; bacteriol.,152n,175t,260g, 
280-1; impurities ,149f,219w,2320; pressure, 
179h,226i,j,m 

AIRCRAFT, impact decelerator,171m 

ALANINE, metabolism,177h; phenylalanine, 
134b; thienylalanine,134p 

ALBUMIN ,216d,253u 

ALCOHOL, 183v,190j; eff.,190p,199q; isopropyl, 
239m; substitutes,138r 

ALCOHOLISM, 199s,t,270c; psychiatry ,283m; 
social asp.,199r; therapy,199u 

ALDEHYDES, 190g 

ALGAE,178s 

ALGESIMETERS,220t 

ALGINATE PRODUCTS ,297m 

ALLOMYCES,226q 

ALLOXAN, eff.,211a,212v,290k 

ALOPECIA, 192); traumatic,243i 

ALPHA RHYTHM,292h 

ALTITUDE, high, 167n,209t,303k 

ALUMINUM hydroxide, 244k 

AMBLYOSCOPES,277b_ 

AMEBIASIS, 139f, 149v, 157b, 254b, 301k; 
carriers,164b; diagn.,203r; surgery,213c 

AMENORRHEA, 197c; cpl.& seq.,192j; etiol. & 
pathogen. ,263w; therapy,2080 

AMERICAN MEDICAL ASSOCIATION, 150m,t, 
15le 

AMIDAL,202c 
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AMIDINOPHENOXYPENTANE, 259k 

AMIDINOSTILBENE, 259k, 289t 

AMIGEN,135d 

AMINES, 133r 

AMINO ACIDS, 134d,q,187u,w,189c,194a,c,201q, 
260f,280i; bacteriol.,183-1; chem.,188n,279v; 
determ.,188w; eff.,133q,169c; metabolism, 
133r,134a,m,o 

AMINODIPHENYL, toxicity ,248d 

AMINOMETHYLBENZENE, 155m 

AMINOPHERASE,279v 

AMINO SUGARS, 189n 

AMINOTETRAZOLES,291b 

AMMONIAC,244c 

AMMONIUM chloride,216s 

AMNESIA, etiol.& pathogen.,140d; induced, 
151¢ 

AMNIOTIC FLUID, 196r 

AMPHETAMINE, 156b 

AMPHIBIA,1690 

~ AMPUTATION, 148p,181b,202v; inditations,261n; 

technic, 167r,204r 

AMPUTATION-STUMPS, 165r,182i; tumors,297u 

AMYLOPECTIN, 135t 

AMYLOSE, 135-1 

ANALGESICS,172h 

ANAPHYLAXIS & ALLERGY,151q; chem.,205i; 
cpl.& seq.,304g; ear, nose & throat, 269s; 
etiol.& pathogen.,184w,260k,287b; heredity, 
140p; immunity,127c,d; in infants & children, 
255p; mechanism,212j; pathol.,199q; serum & 
vaccine,150j; therapy,143s,2030,238b,290b, 
306v 

ANDROGENS ,174n; chem.,133f; determ.,177j; 
eff.,139p,19N0,211v; metabolism ,282u 

ANEMIA, cpl.& seq.,274u; diagn.,156p; erythro- 
blastic,251k; Fanconi syndrome,246h; hemo- 
lytic ,246g,280r; hypochromic,195j,250f; 
splenic,2020; pregnancy ,258t; therapy,141g, 
145s,210e,f 

ANEMIA, PERNICIOUS, 161i,258e; atypical,255q; 
therapy,155s,172m,246f,266m 

ANESTHESIA, 163v,w,217i; apparatus,205a; 
barbital, 128a,151c,159u,165k,173-1,205a, 
263d,2670,284e,289a ,291d,297s,299f; combined, 
270j; cpl.& seq.,128a,296r; conduction,127w, 
212t; curare,267v,299f,300q; eff.,146u,151-1, 
226t,245j; ether ,127p,v,159s,u,163b,296r; 
explosions 201i; fatalities,127u,262u; general, 
127v; history, 159s ,246-1,m,n,p,q,s,247a,c,254i, 
259f,280e; in Cuba,246w; in Ecuador ,247a; in 
France,246r; in Germany,246s,t; in Portugal, 
246v; in Spain,246v; in Sweden,246u; in Turkey, 
247c; in Venezuela,247b; in dentistry,137u; in 
gynecol.& obstetrics,151c,2460,261k,266s; in 
ophthalmol.,175u; in urol.,305w; intratracheal, 
246q; intravenous,254h; local,137u,290b; nitrous 
oxide,127r; premedication,127r; procaine,177m; 
records,127q; resuscitation,127u; sacral,153f; 
scopolamine,151c; spinal,127s,154p,159b,197k, 


ANTHROPOMETRY, 128j,1,m, 137! 

ANTIBIOTICS, 162u,169k,1,m,183s,201f,209m,218v, 
270d,274c,278n,279m,295c,d; eff.,170h,187v, 
236t; history,153i; metabolism,237e,299j; 
pharmacol.,132f 

ANTIGENS & ANTISODIES,127c,d,130d,141h,152e, 
182t,184e,185t,240d,251k,260b,278s,280t,288f,¢ 

ANTIMONY, eff.,251h,290f; therapy,205b,256w 

ANTISEPSIS ,299t 

ANTI-SMEGMATIS FACTOR,209m 

ANTISTIFFNESS FACTOR,132h 

ANTS, venom,239-1 

ANUS, dis.,154c,164j,2960; fissure,181t,196f 

ANXIETY ,160d,173-1 

AORTA, abnorm.,;241f; rupture,154i; stricture, 
207m,241f,300u; vascularization,241e 

AORTIC VALVE, rupture,252-1 

APES, 137t 

APHASIA ,224v 

APHIDS 129i 

APPENDECTOMY, 149e 

APPENDICITIS, 165g,167k; associated dis.,2070; 
cpl.& seq.,256r; etiol.& pathogen.,195t,287-1; 
history,198-1; in aged,253u 

APPETITE, 179u,196d,225g,264u; disorders ,245a 

APPLES, 168v,279t 

APPLIANCES, 1450 

AQUEOUS HUMOR, 1750 

ARACHNODACTYLIA, 286d 

ARACHNOD, infl., 284r 

ARBUTHNOTT, John,265b 

ARCTIC REGIONS, 128f 

ARCTIUM, 169k 

ARECOLINE, 1290 

ARGINASE,172b 

ARGININE, eff.,134u; metabolism, 132j 

ARMED FORCES PERSONNEL, education & train- 
ing,169v; psychol.adjustment,173b; women, 
217n 


ARRHYTHMIA ,156j; auricular flutter ,176q,24 1h; 
diagn.,240v; ventricular fibrillation ,290g 

ARSENIC, metabolism,307g; therapy ,256w; 
toxicity ,137b,165k,192u,251w,282k,306m 

ARSINE, toxicity ,290c 

ARTERIES, anat.& histol.,241e; dis.,269-1; 
infl.,1940; mesenteric,146m ,254n; pancreatico- 
duodenal,245a; renal, 304e; subclavian,241f; 
wounds & injuries,182h 

ARTERIOSCLEROSIS, coronary, 207c 

ARTHRITIS, etiol.& pathogen. ,216f; in infants & 
children,226b; pathol.,239t; psychosomatic asp., 
221h; therapy,1450,150r ,239q; tubercular ,159m 

ARTHRITIS, RHEUMATOD, diagn., 251j,q; etiol. 
& pathogen.,251i; immunity ,251k 

ARTHROPODS, 170n,301t 

ASCITES ,299n 

ASCORBIC ACID,131u,168v,237d,262p,2750,279t, 
281c,e,288r; determ.,168m; eff.,210n,211a; 
metabolism ,133-1,188u; standardization, 190-1; 
therapy,158v 


276v; standardization,289w; teaching,143w; technic, ASPERGILLUS, metabolism, 190j 


296t; veterinary ,308v,w 
ANEURYSM, aortic,160s,2350,267d; dissecting ,205p; 
retinal,213v 


ASPHYXIA, 179n,226c; neonatorum, 155b,206w 
ASPIDIUM,178m 
ASTHENIA, neurocirculatory, 282i 


ANGINA PECTORIS,158p,201w; etiol.& pathogen.,241g, ASTHMA, cpl.& seq.,304g; etiol.& pathogen., 


274u; surgery,297h; therapy, 160-1,181a,212t 
ANGIOKERATOMA,191v 
ANIMALS, diseases,308n; experimentation,280v; 
genetics,140o0; transportation,237t 
ANKLE, protection,150m 
ANOPLURA, 129j 
ANTHRACENE, 136m 
ANTHRAQUINONES,178s 
ANTHRAX, bacilli, 249h,i,k,1,3070 
ANTHROPOLOGY ,128e,141-1,m 


204f,257b; therapy,127f,145j,250e 

ATAXIA, 292n; hereditary,284h 

ATOMIC BOMB, 161b,270m 

ATOMIC ENERGY, 136j,166r,171e,235c,240n,o, 
263p,280n : 

AUJESZKY’S DISEASE,308r,v 

AUXIN, eff., 210p,278t 

AUXOCHROME, 136r 

AVIATION & AVIATORS,281b; accidents,171m; 
hygiene & sanitation,237t; physiological & 
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pathological effects ,167n,174m,179h,n,209t, 
218u,226i,j,m,282t; public health aspects, 
253s: transportation of sick & wounded, 271e 
277a,l 

AVIDIN, 187s 

AZO COMPOUNDS, 190d 

AZOBENZENES, 130p,q,239m ,240h 

B COMPOUND, 134h 

BACKACHE, etiol.& pathogen..141q,295w; 
therapy ,154q e 

BACTERIA, abortus & meilitensis group,210r: 
acetobacter ,279s; acid-fast, 132v,268e: 
aerogenes capsulatus,136f,185k; azoto- 
bacter ,132u,170d: carriers,164b,238e: 
chemistry,183q; clostridium ,170s,183-1; 
coccobacillus , 149k: coli,152h,185k; cul 
tivation,131f,210p,260c: diplococcus , 163-1; 
enterococci, 134c,185m,o; flotation,2710; 
gram-negative,212q: intracellular ,186w: 
lactic acid group, 134c,j,135u,169c,183p; 
metabolism ,132u,135t,249e,278w; myco- 
bacteria,209m; mycoides,170m:; myxococ- 
caceae,169-1; phytomonas,183u; proteus 
group, 185h,i,210a,263b; pseudomonas, 183s, 
268j; serratia,249g; symbiosis,170d,186w, 
187g; thermophilic ,2790; vibrio,151n 

BACTERIOLOGY, methods ,138r 

BACTERIOPHAGE, coli,152h; dysentery ,185q; 
typhoid gr.,185r : 

BAKING POWDERS, 244d 

BALANTIOPHORUS, 129k 

BALKUS CATHETER,273t 

BALNEOLOGY & BALNEOTHERAPY, 232q, 
Gastein,216d; history,162e 

BANANAS, 129s 

BANDAGES & BANDAGING, 150m ,154q,222d,p; 
pressure,192d 

BARBITAL COMPOUNDS, addiction,259f: eff., 
210q,2850,289a,291a; metabolism,203n 

BARIUM, eff.,226s 

BASSINI OPERATION ,296s 

BATHS, mud baths,232r; sauna,232q,r: sulfur, 
1640 

BEDBUGS,129v 

BEDOUINS, 128-1 

BEES, stings,257b 

BEHAVIOR,173s 

BEHGETS SYNDROME, 193m ,254g 

BENTONITE,307p 

BENZANTHRACENE ,200c 

BENZENE, toxicity ,218-1,2940 

BENZENE SULFONAMIDES, 155m 

BENZOHYDRYL ALKAMINE ETHERS ,201p 

BENZOIN,192e 

BENZOPYRENE, metabolism, 130v 

BENZYL COMPOUNDS, eff.,286t; therapy,145s 

BERIBERI, cerebral,262w 

BETAINE, 133b 

BETATRON, 1800,220g 

BIBLIOGRAPHY, genetics, 140q 

BIBLIOGRAPHY, MEDICAL,142t 

BIBLIOTHERAPY ,205d 

BIGGS, Hermann, 198t 

BILD, Veit,247d 

BILE, chem.,134h; penicillin,299j; streptomycin, 
203i,299j 

BILE DUCTS, air ,297v; dis.,275b; obstruction, 
180v,297a; strictures,209d; surgery, 180w, 
182k 

BILIARY TRACT, calculi,244w,296v; dis.,194k, 
237e; drainage,299m,300c; pain,249r; surgery, 
1540,182k,235u; tumors,297r 

BILIPOSOL,182r 

BIOELECTRICITY ,198c 

BIOLOGICAL PRODUCTS,231m 


BIOLOGY , 1360,279h,1 

BIOPSIES ,301n 

BIRDS, anat.,172g: orientation,279a 

BIRTH, hirthmonth,175h 

BIRTH CONTROL,151b 

BISMOSOL ,182r 

BISMUTH, subsalicylate,1§2r-: therapv.,256w: 
toxicity ,192n 

BLADDER, calculi,165e,305r ,306e; cancer ,305f,g: 
cystoscopy 305m ,q,t,v,w,306b,d,i: dilatation & 
distention,164m; dis.,194k; foreign bodies, 
155m ,306c: paralysis .304s t: pathology ,304f-: 
rupture,306f: surgery ,237-1,305q; tumors, 
275e,305k,306a 

BLASTOMYCES dermatitidis,183t 

BLASTOMYCOSIS ,205t 2130; therapy ,249c 

BLINDNESS, employment ,235q: etiol & pathogen., 
265q,285s; prev.,223n; war-blinded,224f; wel- 
fare,224g¢ 

BLOOD, 150p,161k,218u,254a; alcohol,177b: 
amino acids ,135d; aminobenzoic acid,177k; 
amylase,135-1l: ascorbic acid,177a;: calcium, 
1311,139k,169b: carbon dioxide,135n; catalase, 
188b; cells, 140w,183d,241d; chemistry ,1520; 
cholesterol ,1320,212e: choline,172m,215t: 
chilinesterase,139v,w ,210f: circulation,152n, 
167b,179n,0,254h,v:; coagulation, 140v,1411, 
156n,162n,163q,177v,3001; copper ,170d: 
count ,209c; dilution,297s; disorders,160k 
275g; enzymes ,190p,219h: examination, 161m; 
fats & lipoids,1320,1351,1890,260c; fibrin, 
156a,187p; formation, 161k,183f,2110,266m, 
275a; groups ,128k,131h,141f,157u,169s,196n, 
252h,272q:--Rh factor ,140u,141b,c,147d,e, 
148d,g,150c,s,161u,172c,196u,v,201k,205-1, 
260n ,0,2701,274t ,278s,287m; magnesium, 189s; 
nitrogen, 169b,202k; oxidation,1791,j,k; oxygen, 
170c; parasites,171c; pathology,132c,d; peni- 
cillin,213h,307q; peptidase,135n:; peptides, 
135d; phosphorus,1350: picture, 164c ,270f: 
pitocinase,197e: plasma,236s ,281q: platelets, 
246e; procaine,177m; proteins,131n,q,1320, 
1361,141h,153t,157h, 168j,169b,207p,212h, 
250q,260c,266g,271n,298b; prothrombin, 1411; 
quinacrine,290h: reaction,177-1; reduction 
time,179i,j,k: ricin,226p; salicyl compounds, 
267r; sedimentation,252r,260n; specific gravi- 


ty,276}; streptomycin,210c; sulfonamides ,177k; 


urea,202k; volume,245u,280q 

BLOOD PRESSURE, 167e; determ.,164s ,209w, 
210h; low,1790,263a; variations,212m,241b 

BLOOD PRESSURE, HIGH, cpl.& seq. ,216j,262b; 
etiol.& pathogen.,155t,162v,241f,251v,259v, 
269k,296w; experimental,179-1; heart ,264w; 
psychosomatic asp.,221h: surgical therapy, 
250d ,262c,264r ,297n,305d; therapy,162-1,210u, 
262b,1 

BLOOD SUGAR, hypoglycemia,158k,162m, 
212v,288i 

BLOOD TRANSFUSION ,259q; cpl.& seq.,156b, 
266-1,276f; donors,156b; in inf.& children, 
148g; indications ,307a,j; plasma,253p; pre- 
served blood,140t,141f; substitutes ,253u; 
technic ,271e,272t; veterinary ,308¢ 

BLOOD VESSELS, abnorm.,236f,251p; allergy, 
245r; diseases,156k,162m; physiol. ,1790; 
spasm,167t; wounds & injuries,1620,253-1, 
300g 

BODY, size,128m; weight,1900 

BODY -SWAY ,292n 

BONES, cancer ,295-1; chemistry,168s; dis., 
181m ,202f,g,h,236g,266c; echinococcosis, 
235k; fragility ,275i; growth,297v; marrow, 
130u,131a,132m,147u,169a,202f,g,h,207i, 
211n,0,259j,k,266m ,272t ,291f; metabolism, 
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250p,280t; surgery,259r; transplantation, 
1460,297-1; tumors, 147a,1600,235j,287t, 
307r; wounds & injuries ,265v 

BORRERIA,136b 

BOTULISM, toxin, 1330 Zz 

BRAASCH-BUMPUS RESECTOSCOPE,305i 

BRAIN, abnorm.,283u: abscess, 164e,173n,222j, 
286u; anat.& histol.,175e,283r,s,v; atrophy, 
175g; autography,209r; blood supply,175d, 
i,j,k,283f; cancer ,155d; cells,2090; chem., 
13°r; cortex,283r ,284m ,291u,292c; dilation, 
1730; diseases, 162f,m,262w: electroencephalo- 
graphy ,154g,174d,m,n,221j,k,222c,261m,o, 
282k,0,p,t,u,285m ,292h; examination ,284u; 
extract, 183s,260); hemorrhage ,285c,288a; 
localization of functions ,27 1m ,283a,284m; 
metabolism ,1330; pathology, 164m ,285b; 
physiol.,282n,284n,u,292k; roentgenography, 
162p,180c,209r; surgery ,223c,275),284n,u, 
285d,292r 298-1: tumors,166k,174j,180c, 
208n,269f,270w ,274u,283f,284w ,285c,287p, 
296f: wounds & injuries,175d,k,208i,221p,q, 
282q,284u,292g 296k 

BREAD, 171w,232v,244e 

BREAST, abscess ,146j; cancer ,146s,182b,235m, 
266p,267c,n,273v; surgery,182i,258e; tumors, 
254u,263h,273v;--in animals ,240j 

BROMIDES, eff.,196f 

BROMOPHENYLETHYLENE,271u 

BROMOSALICYL, 131f 

BRONCHI, anat.& histol.,157-1,275h; calculi, 
3020; cancer ,1560,200h,268k,303a; cysts, 
302n; lavage ,268g; pathology, 164u; roentgen., 
180f,296c; tuberculosis ,216f; tumors, 166} 

BRONCHIECTASIS,204e ,263n; etiol.& pathogen., 
214d,256k; surgery ,252d; therapy,160u 

BRONCHITIS ,252f 

BRONCHOPNEUMONIA, etiol.& pathogen. ,293j,k 

BUCHENWALD, 154-1 

BUNOSTOMUM, 129p,q,211e 

BURDENKO METHOD,221r 

BURNS, cpl.& seq.,209s; kidneys,166d; metabolism, 
211k; surgétcal therapy, 235u,297e; therapy,161s, 
163f 

BURSA, infl.,165c,235n 

BUTTER, bacteriol.,169a; flavor ,169d 

CACHEXIA,202h 

CADMIUM, determ.,248i; toxicity 289g 

CAFFEINE, eff.,139m 

CAISSON DISEASE,179h,226i,j,m 

CAIUS,265n 

CALCANEUM, fractures,181le 

CALCIFEROL,209n 

CALCIUM, chloride,134w; metabolism,155t, 
262-1 

CANARY POX,212r 

CANCER, 145k, 157a,260w ,263c,279i1,281b,305g; 
blood,200f; cancerogenic substances in human 
tissues 130-1; cell specificity 281-1; chemis- 
try,130r,t; chorionic,274t; clinics ,298f; 
diagnosis ,1560,200i,305k; eosinophilia,200-1; 
epidemiol.& statist.,266p; etiol.& pathogen., 
130-1,1580,164s,200d,240i; experimental, 
130n,p,q,w,168q,200c,i,},240a,b,f,h,i,l,n,o, 
262k,278p,279b; heredity ,240i,j; in children, 
2140,287n,295v; industrial,240m,n; meta- 
stases,147h,305e; multiple,267m; pathol., 
213b; precancerous conditions,163-1; prev. 
& control,275t; research in Russia,200j; 
serodiagnosis ,200f; therapy ,200e,g,217d, 
240r ,256w; toxin,200e; transplantation, 131a; 
traumatic ,204k 

CANICOLA FEVER, 145d 

CANNABIS ,2831i 

CAPILLARIES,282h,i; permeability,190m ,207a, 


272e; physiol.,179i,j 

CARBCiTYDRATES 260i; metabolism,132n,133m, 
135n,174p,257p,282v,290v 

CARBON, isotopic,135k,n; radioactive ,280t 

CARDIOVASCULAR DISEASES, 150r; syphilis, 
146t,200q; therapy,163q 

CARDIOVASCULAR SYSTEM, abnorm.,207w; 
eff.drugs,2000; insufficiency ,164d 

CAROB,269a 

CAROTENE, 134i,s,188f,p,190h 

CAROTID BODY, physiol. ,211ip 

CAROTD SINUS,22I1r,t 

CARR-PRICE MIXTURE, 134s 

CARROTS,215b 

CARTILAGE, transplantation, 181f 

CASCARA,178s 

CASEIN, 131v; eff.,137b; hydrolyzed,135d 

CASONI TEST ,159m 

CASTOR BEANS,205i 

CASTRATION, 240g; eff.,139w 

CATALASE, 188b 

CATALEPSY,174t 

CATAPLEXY ,283d 

CATARACT, congenital ,285-1; etiol.& pathogen., 
175p,272u; excision ,286a; experimental,1750, 
176e 

CATHARTICS, 196f 

CATHETERS, 273t 

CATTLE, breeding ,3070,3080; dis.,129p,q,211s 

CECUM, dis.,139f; diverticula,267j; tumors, 
209a 

CELLS, 216d,226r; bubble formation,226m; 
chemistry ,130r ,132s ,183c,d,186s,279f; 
chloroplast granules,171k; division,171n, 
279r; inclusions,171k,212r; mast cells, 
183e; melanophore,187h; nuclei,169p,171-1, 
240i; pathol.,213q,299k; physiol. ,226k; 
specificity ,281-1 

CELLULITIS, therapy,165b,286-1 

CELLULOSE, 187t; bacteriol.,279s 

CENESTHESIA ,269h 

CEPHALIN,132r,136d 

CEREBELLUM, cysts,284r; tumors,208n 

CEREBROSPINAL FLUD, circulation,173}; 
eff.,206d; pathol.,175d 

CESAREAN SEGTION,197k; anesthesia,162p, 
266s; technic ,270e 

CESTODES,129m,309f 

CHANCRE, 160p,201d; therapy,193s,202r 257g 

CHAULMOOGRA, therapy,153h 

CHEESE, 1690 

CHEMISTRY ,133w,1360,p,147v,170g,178v,w, 
182g ,213q,278f,291h,305k,n; teaching, 136m 

CHEMORECEPTORS, 179m 

CHEMOTHERAPY , 150i, 169e,f,210p,213i,232f, 
2541,259p,270d,289j 

CHEWING GUM,179d 

CHICKENPOX, diagn.,233n; eyes,168b; therapy, 
145s 

CHILD WELFARE, 156s,204w; in Great Britain, 
145p ' 

CHILDREN ,207w; diseases, 146v; educ. & training, 
222t; height & weight,231b; psychology ,258s, 
285h; war-orphaned,271f 

CHINESE, 128j 

CHIONANTHUS, 288v 

CHLORACHLOROBUTANOL, 217g 

CHLORACNE, 192-1 

CHLORIDES,129n; metabolism,136i; therapy, 
264u 

CHLORINE & HYPOCHLORITE DERIVATIVES, 
169r; eff.,301k; toxicity,192-1 

CHLORODIPHENYL, 248d 

CHLOROETHANE,307p 

CHLOROETHY LAMINES 243); eff.,240q,r ,285p, 
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286p; therapy ,240s; toxicity ,289v 
CHLOROETHYLE SULFIDE ,,189a,c,d,e,g,h,j,1; 


chemistry,132-1l; eff.,132c,278q,285q; toxicity, 


212n,252f 

CHLOROETHYLENE , 288t 

CHLOROMETHANE, toxicity ,288t 

CHLORONAPHTHALENES, toxicity ,205r 

CHLOROPHENOLINDOPHENOL,177a 

CHLOROPHENYL CHLOROETHANE (DDT) 
128u,2201,232b,239c,h,2800,301r; chem., 
279w: eff.,226t,290),291c; in veterinary 
medicine ,307w; metabolism ,290u,v: 
toxicity ,207a,234k,239n,291h,307w 

CHLOROPHYLL, 171k, 188f; therapy ,296n 

CHLOROVINY LARSINE ,288i,j 

CHOLANOL,135r 

CHOLERA, immunity,184c,185t; therapy, 149s 
3010; vibrio,278s 

CHOLINE, acetylcholine, 170-1,172m,176u,177n,o 
187q,210d,215t,216b,250b,284k: deficiency, 
170c; eff.,135m ,280r ,288w; in plants ,190b: 
methylcholine ,245g 

CHOLINEACETYLASE,132q 

CHOLINESTERASE ,2840,288r ,290p; anti-, 
284); pharmacol.,226u 

CHORIOMENINGITIS ,262g 

CHOROD, cancer ,286a; rupture ,286b 

CHRISTIANSEN FILTER, 169w 

CHROMOPHORES, 136r 

CHROMOSOMES, 127j,138r ,140k,170u,172d,r, 
240a,279b,u,280b : 

CILIATES see Infusoria 

CIRCUMCISION, 201-1 

CITRATES, 135k,157k,251g 

CLAVICEPS,278u 

CLAVICLE, surgery,299s 

CLIMATE,202-1 

CLIMACTERIC, 165g 

CLITOCYBINE,269c 

CLOTHING, allergy ,2760 

CLOVE,289q 

COBALT , 133} 

COCARBOXYLASE ,210d 

COCCIDIOIDES , 267s 

COCCIDIOIDINN ,203j 

COCCIDIOIDOMYCOSIS , 166-1,231d,251d 

COCCIDIOSSS, therapy ,237u 

COCHRAN, John 197v 

COCKROACHES , 188k; bacteriol.,186w 

COD LIVER OIL,162b ~ 

COLCHICINE, 262}; eff.,212b 

COLD,306u; eff.,177b 

COLITIS, cicatrizing ,296m; diagn.,185r; etiol.& 
pathogen.,196b; mucous ,258u; regional 244k; 
therapy ,160b; ulcerative ,139h,204q,262r 

COLLARS , 286d 

COLLOIDS, 169g ,244k 

COLON, cancer ,141t,237g,245m ,261f,263r ,267n, 
305e; dilatation,165h; mucosa,139-1; roentg., 
160b; tumors ,237g 

COLOR, therapy ,287d 

COLOR BLINDNESS, etiol.& pathogen. ,283m 

COLOR FILTERS, 180n 

COLOR PERCEPTION ,292h; tests,176f 

COLORIMETRY ,133g,189m 

COMA, 149t 

COMMUNICABLE DISEASES ,150q; epidemiol.& 
Statist .,231v,263v; prev.& control, 186c,231k 

COMPLEMENT , 152m, 168i, 189-1,209k; fixation, 
151p 

CONGO RED TEST,268f ° 

~~ pathol.,285k; transplantation, 

r 
—V— staphylococcic,261c; therapy, 


CONSCIENCE, 175b 

CONSCIOUSNESS,209t 

CONSIST .172d 

CONSTIPATION, 194r 

CONSTITUTION ,2930: types ,196i 

CONVALESCENCE,142s,15ir,t,v 

CONVULSIONS, in infants & children,258n: 
therapeutic ,174n,201h,204p,298j ,267w ,262u,283c, 
289a.292t,u; therapy ,203-1,268b,291a 

COOKING & EATING UTENSILS, 183m 

COPPER, 220j; deficiency ,170d; eff. , 1331; 
therapy ,256w 

CORN, genetics,130e 

CORNEA, ulcer ,286c; wounds & injuries,175n 

CORONARY VESSELS, dis.,145t,156h,165d,240w: 
neurectomy,181a: occlusion, 153r.241g,264d 

CORPUS CALLOSUM, tumors,274u 

CORPUS STRIATUM.,175e 

COSMIC RAYS,169s 

COUGH in children,207u 

COUMARINE, 162c ; therapy,2000; toxicity,150n 

COWPOX, therapy ,211j 

CRANIOLOGY ,271a,q 

CRANIUM, prosthesis ,242c ,284u: surgery,173m, 
182m,297b; wounds & injuries ,221v,222a,1 

CREAM, bacteriol.,169a; flavor ,169d 

CREATINE, 187q,210v; metabolism, 132j 

CRESYL PHOSPHATES, toxicity,164n 

CRIME & CRIMINALS, psychol..140e,f,g,277s, 
283k,n,292q 

CRIMINOLOGY, methods,140h 

CRUSH SYNDROME, 166d 

CULTURE,128d 

CURARE,179e; eff.,253n,284p: therapy ,267v,w, 
270c ,299f 

CYANIDES, eff.,226-1,q; toxicity ,176v 

CYCLOHEXYLETHY LAMINES,290-1 

CYCLOPROPYL THIAZOLE,212v 

CYCLOTRON,218r ,235c 

CYSTEINE, 134n 

CYSTINE ,260f; eff.,133-1 


CYSTS, perisalpingeal,197b . 

CYTITON ,222f 

CYTOCHROME, 130r ,132s,133a,135f,139u,183e, 
226c,240b 


DACHAU,201d_ 

DALE’S PRINCIPLE, 177{ 

DEAFMUTISM,218) 

DEAFNESS ,2250; congenital,263h; etiol.& pathogen., 
218j; prev.,154b,224j; rehabilitation,287h; 
therapy ,225b,2860,t,287g; war-deafened,224r 

DEATH, psychol.asp.,221c; sudden, in infants ,226f 

DECARBOXYLASE, 131) 

DECUBITUS,181i,) 

DEFICIENCY DISEASES ,132h,153d,234f,247-1, 
273w,306s; epidemiol.& statist.,155w; etiol.& 
pathogen.,139i; experimental,243n; in infants & 
children,159i; in insane,202d; manifestation, 
145t,202f,g,h 

DEGENERATION, colloid,243h 

DEHYDRATION, 202-1 

DEHYDROGENASE ,130r,132s 

DEHYDROPEPTIDASE, 133k 

DELINQUENCY ,173d,258v; psychol.,228w ,283k: 
therapy,173d,e 

DELIRIUM, 282k; classification,258b 

DELITALA DEVICE, 181r 

DEMENTIA, traumatic,175d 

DEMENTIA PRAECOX, 220q,284f; etiol.& pathogen., 
196j,k,1,284b; heredity,140-1; in armed forces 
personnel,292v; in children,158u; psychol.asp., 
221e; therapy,174t,208j 

DEMEROL,208p; addiction, 151d,259s 

DEMIANOVICH METHOD,217q 
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DEMODEX,238h 

DENSITOMETERS,219¢c 

DENTISTRY ,138h; history,198g; industrial, 
167u; materials,137m; military,165n,2770; 
operative,137k 

DEPERSONALIZATION SYNDROME,213g,284c 

DEPRESSION ,254f 

DERMATITIS artefacta,193-1; herpetiformis, 
193n,p; infectious of sheep,278g; tropical, 
243g; venenata, 188n,191t,199-1,2760 

DERMATOMYOSITIS,193c 

DERRIS ,243v 

DETERGENTS, 130p; bactericidal,183m 

DEUTERIUM, 189d,278d 

DEXTROSE, 183v; eff.,209t; glycolysis,1330, 
212w 

DIABETES INSIPIDUS, etiol.& pathogen.,164m 

DIABETES MELLITUS, 160f,h; acidosis,154i, 
211t; coma,160g; cpl.& seq.,244j; diagn., 
160h; diet,259-1; etiol.& pathogen. ,249v; 
experimental,211a,212v; eyes, 158b,174i, 
286g; in infants & children,208a,253g; in- 
sulin therapy,162m ,252g; metabolism,132n, 
157k; surgery,207g,258b; therapy, 160g,214u, 
258-1,268i 

DIAGNOSIS, 149t ,250t; differential, 164f 

DIAMIDINES, eff.,240k 

DIAPHRAGM, eventration,301d; spasm,252m 

DIARRHEA, diagn.,166s; etiol.& pathogen., 
139d,2340; in armed forces personnel, 
139e,276i; in infants,185k,1,1850,202c,207u, 
2330,263j; therapy,203h 

DIATHESIS, hemorrhagic, 156n,161j 

DICROCOELIUM,307p 

DIET & DIETETICS, 128f,144a,243p,q,2570, 
297m; adequate, 168w ,189v,194d,211u,280i; 
eff.,130p,q,132e,f,1510,170b; raw,215e; 
selection,288i; specific dynamic action, 
194f; therapy ,298b 

DIGESTIVE SYSTEM, diseases,208t ,275a; 
physiol. ,196d,213j 

DIGITALIS,207j; admin.,156h; eff.,289c,291e; 
therapy ,250o; toxicity ,252k 

DILATORS,196c 

DIOSCOREA,288v 

DIPHENYL, toxicity ,248d 

DIPHENYLSULFONE,211f 

DIPHTHERIA, antiserum ,247k; bacilli,184s, 
186f,205p; carriers,164b; cpl. & seq.,148b, 
173k,2540; cutaneous ,252j; diagn.,186f; 


epidemiol.& statist.,165-1,186d; experimental, 


289u; immunity,186a,2700; prev.& control, 
186e; toxoid,281p 

DISABILITY ,147q,295w 

DISABLED, employment ,262k,271i 

DISEASE, 127g; chronic, 142p,143a,204s,2560; 
mental-physical rel.,173a,221h 

DISINFECTION & DISINFECTANTS, 169r 260g, 
299t; eff.,183n 

DISTEMPER, 238-1 

DIURESIS & DIURETICS, 156i,179i,261d,264i, 
291d; antidiuretic hormone,155q; mechanism, 
211q; toxicity ,291g 

DIVING-BASKET,171m 

DIVORCE,262-1 

DOGS, dis.,238k,263i1,309c; mil.serv.,238b 

DOPPLER EFFECT ,279k 

DOSTOIEVSKI,175b 

DRAINAGE, surgical,299m ,300j 

DRAKE, Daniel,199b 

DREAMS, 285g 

DRESSINGS, 178h 

DROPSY, endolymphatic ,203b 

DROSOPHILA, genetics,140k 

DRUGS, 149u; addiction,151d; eff.,220t,291h; 


eruptions, 140p,191w,193k,1,201b; incompatibility, 
178j; Japanese,216n; mixtures,178e; new,278f;: 
solubility ,289j; standardization,170j; toxicity, 
140p; vehicles,191u 


‘DUCTUS ARTERIOSUS, 259w,300v 


DUCTUS VENOSUS,287v 
DUODENAL TUBE, 158-1,206h 
DURA MATER,221v,222e 
DUST, bacteriol.,175t 
DYES, 130p,131-1,136r ,240f 
DYNAMOMETERS,248r 
DYSCHONDROPLASIA ,176n 
DYSENTERY ,139e,157r ,232c,253a; bacilli, 
166s; diagn.,253j; immunity, 185t,w,288¢; 
in armed forces personnel,139f; therapy, 
185q,203h,216v 
DYSENTOL,216v 
DYSMENORRHEA, therapy,208p 
DYSTROPHY, muscular ,269g¢ 
EAR, atresia,236u; diseases ,213-1,286u; 
external, 146n,192p,296h; prostheses,2990; 
surgery ,236v,2990 
ECHIDNOPHAGA, 239k 
ECHINOCOCCOSIS, diagn.,159m; epidemiol.& 
statist.,270u; in animals,1290; therapy, 
1290 
ECLAMPSIA,213f; etiol.& pathogen. ,245r; 
therapy,153p 
ECONOMICS, MEDICAL,161c; in Belgium, 
231p; plans,261a,263s 
ECZEMA, in infants & chiletren,159k; pathol., 
271p 
EDEMA, 192e; allergic,304g; etiol.& pathogen., 
250n,q; pathol.,152f; therapy ,264i 
EDUCATION, military, 1€9v 
EDUCATION, MEDICAL,163b; in Australia, 
206b; postgraduate, 150f,298e 
EELS,169n 
EGGS ,194c 
EGGWHITE,205i 
EGG-YOLK, 135i 
ELECTRIC CIRCUITS,169h 
ELECTRIC FISH,169n,198c 
ELECTRIC SOLDERING, 287d 
ELECTRICITY, production by nerve,172a 
ELECTRODES ,282p 
ELECTROPHYSIOLOGY ,170c,172a,173j 
ELECTROPLEXY ,204p 
ELECTROTHERAPY ,198c 
ELEMENTS, determ.,178w 
ELEPHANTIASIS,192p 
ELIOT, George,198u 
EMBEDDING, 172i 
EMBOLISM, etiol.& pathogen.,162n; gas,266q,297v, 
305h; mesenteric,146m; pulmonary,156g,162n, 
166f,251i; therapy,147a 
EMBRYO, laboratory use,213i 
EMBRYOLOGY, primitive streak,187i 
EMETINE, 136d 
EMIGRATION & IMMIGRATION, 128}j 
EMOTIONS, 221c; in children,227f 
EMPHYSEMA, allergic,274a; mediastinal ,160t; 
pulmonary ,160t,251f; subcutaneous, 160t 
EMPYEMA,154u; therapy, 148t,157u; tuberculous, 
165r ,300w 
EMULSIONS, 178-1,255b 
ENAMEL, 138m 
ENCEPHALITIS, hemorrhagic superior ,262w, 
282g; encephalitis, in animals,238-1; vaccine, 
247n; virus,151-1,210t,2470,249m 
ENCEPAHLITIS, EPIDEMIC, diagn.,260v 
ENCEPHALO-MENINGO -MYELITIS, 174f 
ENCEPHALOMYELITIS, allergic,260k; cpl.& 
seq.,174f; equine,151-1; experimenta] 260}; 
in animals ,308r,v 
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ENDAMOEBA, histolytica,210b,301j.k 

ENDARTERITIS,200s; obliterans ,175j 

ENDOCARDITIS, infectious ,137v,200s ,206c; 
therapy, 148w,153-1,156¢,203f,258j 

ENDOCRINE GLANDS, 148-1,215e,238v; dis., 
140-1,150q,196j,k,1,287k; physiol.,139v 

ENDOCRINE THERAPY ,2150,270s; in gynecol., 
205j 

ENDOLYMPHATIC HYDROPS,203b 

ENDOMETRIOSIS, cpl.& seq.,215u; surg.ther., 
235t 

ENDOSCOPY ,305w; peroral,260r 

ENERGY ,171h 

ENT EROGASTRONE,244s 

ENTEROTOXEMIA of goats,308j 

ENTOMOLOGY, 239m 

ENZYMES, 130r ,131j,132p,q,s,133a,i,k,n,134i,j,k, 
135q,139u,169n,s,172f,183n,187r,210d,217d, 
219h,240b; proteolytic,131u,135n 

EOSINOPHILS ,200-1,235g,252q,r ,253a,261i,267i, 
302w 

EPHEDRINE, 174e 

EPIDEMIOLOGY ,253s; history,185e; preventive, 
308n 

EPIDIDYMIS, tumors,304k 

EPILEPSY ,282h; diagn.,2610; experimental,227m; 
in pregnancy ,245u; laughter ,292r; therapy, 
203-1,208h,268b,289a,292t 

EPIPHYSES,297v; separation, 196n 

EPISTY LIS, 169p 

ERGOT ,161f,278u; eff.,271w 

ERYSIPELOID,308-1: therapy ,145f,307v 

ERYTHEMA, annulare centrifugum ,192f,193q; 
iris,193p; multiforme,193n,253f; nodosum, 
216f 

ERYTHROBLASTOSIS, fetal,141e,h,163s,174k, 
201k,206d,250w ,270i,274t 287m 

ERYTHROCYTES ,212a; basophilic stippling, 
250-1; fragility 278s ,3071; physiology ,170c; 
powdered,241d; transfused,246g; viability, 
135b 

ERYTHRODERMA desquamativum ,153n; 
leukemic,193f 

ERYTHROMELALGIA ,272n 

ESKIMOS , 128f,o 

ESOPHAGOSCOPE,213m 

ESOPHAGUS, cancer ,300s; diverticula,297¢; 
perforation,303b; spasm,196b; stricture, 
213p,297f; surgery,158t,181s,299p,300r; 
ulcer ,245a 

ESTERASE, 189u,190p 

ESTROGENS, chem.,170a; eff.,164s,188e, 
212m,271u; metabolism,139s; therapy, 
304i a 

ETHER,127p 

ETHNOLOGY, Bantus,171m 

ETHYLAMINES, 290-1 

ETHYLENE,278m 

ETHYLENE GLYCOL,260g,280-1 

EUNUCHISM, history,141-1 

EVOLUTION, 140p 

EXERCISE,210u,240w; eff.,208i,212e 

EXOPHTHALMOS, 286f 

EXPECTORANTS,288v 

EXPLOSIVES, 188n 

EXTREMITIES, blood supply ,156k,253w,261n,277u, 
298r; paralysis,174f; phlegmon,165b 

EXUDATES ,285k 

EYELIDS, adherent,285r 

EYES, abnorm.,226f; accommodation & refract., 
285t; blood supply,1750; dis.,149t,175r,176h, 
289u;--in aged,252s; innervation,175r; medi- 
cation,285q; movements,176g,227m; paralysis, 
174i,176d,223-1,266v; surgery,175t,u,285r, 
286h; tension,175q; tumors,166g,175w; wounds 


& injuries, 159-1,285q,v,286p,287e 

FACE, 137e; atrophy,193d; cancer,147h; edema, 
192e; in insects,127k; surgery,274g; wounds 
& injuries ,242h 

FALLOPIAN TUBES, cysts,197b; dis. ,213e; 
roentg.,256f; tumors ,196t 

FAMILY,144h,m,o 

FANCONI SYNDROME, 246h 

FAT, chem.,188q; metab.,131e,188e,244n,280r; 
necrosis ,236f 

FATIGUE, 167h,272d; etiol.& pathogen. ,282r 

FAUST METHOD,203r 

FECES,129k,179s; bacteriol.,130e; exam.,195r, 
203r 

FEEBLEMINDEDNESS, 162f,225r ,277s,287u 

FEMINISM, 164r 

FEMINIZATION ,262q 

FEMUR , fractures, 1460,215v,2570,266v 

FERGUSON OPERATION ,296s 

FERMENTATION, 131s 


_FERN, extract,178m 


FERTILITY ,144m; statistics ,294v 

FEULGEN REACTION, 138s 

FEVER, mechanism ,215t: paroxysmal,185f; 
therapeutic,155c; Volynskaya, 185f 

FIBROMYOSITIS,199m 

FILARIASIS,129a; epidemioh& statist.,187a; 
equine dermal,279e; experimental,301r 

FINGERS & TOES, cancer ,193i; clubbed,171r; 
dis.,1920; prostheses ,138b; surgery;202v, 
235v 

FIRST AID,149g 

FISHER’S THEORY, 140u 

FISHES ,127c,172-1,238v,279h; parasites,129m 

FISTULA, abdominal,146d; arteriovenous,200s, . 
236f,276h; gastrocolic,139c; spinal,222g; 
therapy ,264c; thoracogastric,301c; tracheo- 
esophageal,297f; uretero-vaginal,214m; 
vesico-vaginal,181p,197p,259s,306h 

FITZ, R. H.,198-1 

FLAVONES,272e,286m; determ.,280u; 
standardization ,190m 

FLAXSEED, 131f 

FLEAS, 239k; cultivation,186r; eradication, 
239¢,301r 

FLIES, 127j,238p; eradication,231h; transmission 
of cisease,301-1 

FLOUR, 136d,232v,253i 

FLUIDS ,288v,297s; administration,203u; peri- 
toneal,247-1; therapy ,238k 

FLUORESCEIN, 152n 

FLUORESCENCE, 2190,233j,280u,281g 

FLUORIDES, eff.,212q; toxicity,213h,242q 

FLUORINE, 169f; eff.,220c; metabolism ,248m, 
289e; toxicity,191i1,262h 

FLUOROPHOSPHATES, isopropyl,251c,2840, 
290n,0,p,q 

FOOD, allergy,127c,192b; inspection,2310; poison- 
ing, 165t,185h,i,j,234d,243r ,263i,273k,294s; 
sanitation,217p; supply, 128e,f,206-1,244¢,2790 

FOOT, dis.,159b,193r; hygiene,217u,233m; 
pain,237n; physiol.,183g; tumors,237n 

FOOT & MOUTH DISEASE, prev.& control, 
308n 

FOREARM, fractures,265v 

FOREIGN BODIES ,299e; in armed forces personnel, 
158t,204g,213m,245k,2950; radiography,180e; 
surgical,256h 

FORCEPS ,305m 

FORMATES,135v 

FOWL, parasites ,239k 

FOWL POX,212r 

FOWL TUMORS,240c 

FOXES, breeding ,238f 

FRACTURES, devices,215v; in animals,237t; 
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therapy, 18 1r,201n,237k,261¢e,263f,282a 

FRAMBESIA. joints,167r: therapy,168a,256w 

FREUD.174a 

FRUCTOSE,131j 

FRUITS & VEGETABLES, chem.,188t: juices, 
244b: vernalization,279-1 

“ FUMIGANTS & FUMIGATION ,239d,m 

FUNGI, 169a,218t .226q,276u,279m ,281r; chem., 
183q 

FUNGICIDES ;278m 

FUSARIUM, hni, 131s 

FUSOSPIROCHETOSIS ,2750 

G SOLUTION, 258-1 

GALILEI,270q 

GALLBLADDER, dis.,141w,222q,237e,244v,w, 
298n,s; elastosis,275d; perforations,300k; 
roentg.,162r: surgery,182k 

GAMMEXANE,170n 

GANGLION, stellate,127w 

GANGRENE, 261n,267t,271w; etiol.& pathogen., 
1620; gas,136f,277d 

GAS, 172a: bubble formation,226i,j,m; poisoning, 
132c,212e,243j,k,252f,285q,286p 

GASTROENTEROSTOMY , 2451 

GASTROINTESTINAL TRACT, dis.,150q,194q, 
232c,2340: hemorrhage,245a: tuberculosis, 
164h 

GASTROPHILUS, 189w,190a 

GELATIN SPONGE, 137k 

GENITALS, abnorm.,149w,205u; dis. ,298q; 
growth & development,211v:--in insects, 
140n; prolapse,197j,249u; tumors,254u 

GENITOURINARY TRACT, abnorm.,256n; 
wounds & injuries}305a 

GERMANIN, 192q 

GERMICIDES,169r.269c 

GERONTOLOGY , 159k 

GILBERT, William ,265w 

GLANDERS, human,252i 

GLANDS, coxal of ticks, 129n 

GLASSES, contact lenses ,145-1,213u,224d 

GLAUCOMA, bilateral,286c: cpl. & seq.,175p; 
etiol.& pathogen.,286a: manifestations,175t, 
2061; surg. ther.,273r,286h 

GLOBULIN, lactoglobulin,133e 

GLUCOSE, eff.,139t 

GLUCOSIDES, admin. ,164t 

GLUCURONIDASE,135q 

GLYCEROL, determ.,136e 

GLYCOGEN in liver & muscle,176-1,211r 

GOATS, dis.,308) 

GOITER, epidemiol.& statist.,150d; experimental, 
288h; transplantation,272m 

GOITER,EXOPHTHALMIC,157h:; cpl. & seq., 
145c; surgery,298q; therapy,208m 

GONADOTROPINS, denaturation,132b 

GONOCOCCT, cult.,249t 

GONORRHEA, 147s; clinical asp.,305b; cpl. & 
seq.,306p,307j; in children,270n; therapy, 
155k,r,182v,215p,257f,264-1 

GOOCH, Robert,265e 

GRAMICIDIN 210k 


GRANULOCYTOPENIA,163g,253m; etiol. & pathogen., 


251s; therapy,2530,263i 

GRANULOMA, annulare,192t; inguinale,192f,g 

GRAPE JUICE,244a 

GRAPES ,243w 

GREECE, 128d 

GREY TURNER SIGN, 139k 

GRINDELIA,288v 

GROIN, tumors,245m 

GROWTH,238v; disorders ,272b,1; exper.studies, 
129b; factors, 133w,134b,u,190c 

GUILLAIN-BARRE SYNDROME, diagn.,251ir; 
therapy,151f 


GUINEA PIGS,211u 
GUITERAS ,Ramon,306j 
GUMS, hemorrhage,286m 
GYNECOLOGY, 156w ,205j,208u,217n; surgery, 
141v 
HAIR, excessive,192p; growth,212q; pubic,2600 
HAISUNG, 217d 
HALSTED OPERATION, 296s 
HAND, allergy,192b; blood supply ,236f; infec- 
tions,159v,2510; prostheses,138b; surgery, 
1810,235v,236n,274¢,2970 
HANDWRITING, 228-1 
HARELIP,236v 
HAYFEVER,266u; immunity,127d; in children, 
155c; therapy,201p,2030 
HEAD, isolated,211p; wounds & injuries,173v, 
174d,175k,221v,222a,b,c,e,g,i,j,k,265g,284u, 
286f 
HEADACHE, allergic,255h; histamine,255h; 
psychogenic ,255h; sinus 2551 
HEALE, Giles,198j 
HEALTH, education,233e,f,294c,f 
HEARING, 286q 
HEART ,272n; abnorm.,176q,207w ,251p,266j, 
300t; block,241h,2500,261v,266); calcification, 
- 145e; chemistry,177n,0; conductive system, 
130i,252a; diagnosis,164s; dis.,155p,156j, 
158b,208i,216j ,240w ,241k,258q,264d,267e, 
269-1;--in children,214s; --in pregnancy, 
204i; eff.drugs,164t,2000,211h,251h,289c, 
290i1,291e; electrocardiography,147m,200t, 
215t,240v,241c,25°f,h,252a,264c d,267e,277t; 
foreign bodies ,181p,301b; function tests, 
240w; hypertrophy ,215t,252i; infarction, 
206s 264d; innervation,177n; insufficiency, 
145q,156i,164d,200n ,202u,252q,253j,301c; 
metabolism,1770,291e; murmurs & sounds, 
155p: pain,212t; physiol.,177n,0,288w; rate, 
167e,200t ,240v,241a,250b,252a,k,264w; 
rupture,201p; wounds & injuries ,208i, 
241c 
HEAT, hygiene,199n; stroke, 166f 
HEATING, 233w 
HELMINTHS,293u 
HEMATURIA, etiol.& pathogen. ,150n 
HEMIALGIA,269h , 
HEMOCHROMATOSIS, 245e 
HEMOGLOBIN, 135a,189w,190a,220d,245u,260f, 
271-1; determ.,250k 
HEMOGLOBINURIA, 216k 
HEMOLYSIS, 152m ,246g¢,300d 
HEMOPHILIA, diagn.,156n 
HEMOPOIETIC SYSTEM, chemistry, 183d; 
tumors,240s 
HEMORRHAGE, 182f; blood pressure ,263a; cpl. 
& seq.,297s; eff.,1790; etiol.& pathogen., 
195b; in animals ,238k 
HEMORRHODS, therapy ,237i 
HEMOSTASIS, 137k, 156n,285d,297m 
HEMOTHORAX,300n; therapy, 155f 
HENRY, Joseph, 168k 
HEPARIN 300i; eff.,177v,278q 
HEREDITY ,1400,q; in dis.,130d,140-1,p,145r, 
196n ,220q,240i,j,244w,259-1,285n,293a; 
aca ae aii ne 
79r 
SS intersexuality, 
156u 
HERNIA, diaphragmatic,195b; in animals,237v; 
inguinal ,261j; Ogilvie’s tubular direct ,206s; 
spigelian,181n; surgery,296s 297i 
HERPES, immunity,152d; simplex,211b; virus, 
211a,b; zoster ,162q,175w 
HERSEY VARIABILITY ,248r 
HEXOCHLORETHANE,307p 
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HIP, deformities, 196n 
HISTAMINE,215t; antagonists,143s,290b; eff., 
209s,212j 
HISTIDINE, 190c; chem.,133j 
HISTOLOGY ,methods,172i 
HISTOPLASMOSIS ,2670 
HODGKIN’S DISEASE, 139j,193f; etiol.& pathogen., 
240p; in infants & children,225h; pathol., 
240p,250m 
HOFFMANN REFLEX, 174f 
HOOKWORM INFECTION, 207i; anemia,246f; 
epidemiol.& statist.,186w; in animals,129p,q, 
21le 
HORMONES, 275a; antidiuretic,155q; metabolism, 
244-1; polyploidy ,262j; sex,129b,139w,238v,271w 
HOSPITALS, 143i,144c,261h; admin.,142e,f,h,i, 
144e,263d; cardiologic,241k; dietetics,1420, 
243q; economics,144d; in Belgium,231q; in 
Bolivia,144s; in Canada,143g,2740; in Great 
Britain,145u,146p; in London,266h; in Minnesota, 
157t; in Ontario,2300; in Punjab,230r; in Sweden, 
143q; in United States, 163e; legislation,295h,i; 
maternity, 142s,143p,259c; medical service, 
157s; military, 165n,218m ,277e;--97th General, 
165n;--98th General, 165t; neurologic, 143b; 
osteopathic,141v; pediatric,146p; pharmacy, 
142p,291p; plans,143a,j,v,144e,157r,s; psych- 
iatric,142q,243q; psychiatric service,150c; 
radiology 295-1; records, 142d,1,1650; social 
service, 143v; staff,142g,j,143r,w; standardiza- 
tion,142k,143m; technical services,142m 
HOSPITAL-TRAINS,165n 
HOUSING , 234g; hygiene,233w 
HUMERUS, fractures,181r 
HUMIDITY, 294j 
HUNGER, 225g 
HYALURONATES, 189n 
HYALURONIDASE, 260h 
HYBRIDITY ,130e,238s,278i 
HYDANTONS, eff.,291a 
HYDROCELE, 252s 
HYDROCEPHALUS, 287u 
HYDROGEN ,279k,v; phosphide ,248a 
HYDROIDS,191t 
HYDRONEPHROSIS, 168c ,296b 
HYDROPHTHALMOS,286b 
HYDROTHORAX,200n,299n 
HYDROXY METHY LPHENOXY PROPANE, 290a 
HYGIENE & SANITATION,273h,294q,r; in 
France,2730; in Russia, 197s,294p,q,r; 
military ,217q; veterinary ,237t 
HYPEROPIA,1490 
HYPNOSIS ,174a,228k,1,292d; cardiac eff., 
277t 
HYPOSPADIAS,304p 
HYPOTHALAMUS, physiol.,179p,t,u 
HYPOTHERMIA, 177b 
HYSTERIA, 159v,218j,283m; canine,253i,309c; 
therapy,284e 
ICHTHYOSIS, 1920 
IDIOCY, amaurotic, 173n; mongolian ,287u 
IMMUNITY ,147v,151p,q,171s,184c,e,g¢,186j, 
189j ,216k,240d,249f,288f,2930,2941; ccm- 
bined, 186a; heredity,130d; nutrition factor, 
1510,171w,247-1; sex factor ,210r 
IMPOTENCE,252v 
IMPREGNATION, artificial,238f;--veterinary, 
08s 
INBREEDING, 139s 
INDIANS, 128h 
INDOPHENOL, dichlorophenol-,177a 
INDUSTRY & OCCUPATION, diseases & pois., 
144q,2351,247t ,248a,1,n,257u,262h, 2731; 
female workers,144-1; hygiene,149f,171ih, 
199n,201i,248f,h,j,m,r,287d,294d,n,0,295w, 


303k; medicine, 167u,199-1,201j,247w,259e, 
267e,283e,287c,298f; neuropsychiatry,173a; 
psychology ,173a 

INFANT WELFARE, in Austria,164d 

INFANTILISM, 196j 

INFANTS, feeding, 156t,226e,255k,257v,258n, 
271p; metabolism ,202-1; mortality ,253k, 
262r; premature,222u,225j 

INFANTS, NEWBORN, 226b,259c,267t,268w, 
286q; diseases, 1850 

INFECTION, 1510; etiol.& pathogen.,171w; 
exper .,289u;.focal,216e; nutrition factor, 
244-1,247-1; therapy,165b 

INFLUENZA, allergy,150j; cpl.& seq.,195t,20°a; 
diagn.,164f; epidemiol.& statist.,166t,251p; 
immunity ,186j,270u,293t; virus,152s,t,212c, 
260b,i,280q 

INFRA RED RAYS, eff.,280b 

INFUSORIA, 127k,1,129k 

INJECTIONS, 2670; apparatus ,220-1,m; cpl.& 
seq.,128a,192n,276u; hypertonic ,264u; intra- 
cardiac,256h; intracarotid,221r,t; intramus- 
cular 146g; intraperitoneal,130m; intravenous, 
162b,226e; subarachnoid,285a 

INOSITOL, 212e,s 

INSANE, care,243q 

INSANITY ,174r,282u; blood,282m; cpl. ,202d; 
delusional,221e; diagn.,174e,g; etiol.& patho- 
gen.,175d,h,282m,292v; familial,220q; history, 
220u; in arred forces personnel, 160t ,292v; 
manic depressive ,221j,282m; metabolism, 
174p,282v; therapy,174n,t,220r ,282u,292r; 
toxic,252u,w 

INSECTICIDES, 129v,170n,220d,i,j,k,239e,f,g, 
257a,282d,301w; aircraft dispersal,239i,j, 
257e; eff.,226t; repellents,239i 

INSECTS, 127k,140n,188k,239m; anat.& hist. ,283v; 
bacteriol.,170d; bites, 169q,257b,279d 

INSTINCT ,227-1 

INSTRUMENTS, 220t,305i,m; cold,305u; ophthalmo- 
logic ,213u 

INSULIN,275e; eff.,179v,2000; globin,264t; stan- 
dardization,140a; therapy ,208j,220r ,252¢; 
toxicity, 162m 

INSULIN TEST ,244r ,268i 

INSURANCE, accident,199h; disability ,248t; sick- 
ness, 161d,f,1990,204m : 

INTELLIGENCE, 255v 

INTERFERENCE PHENOMENON, 152j 

INTESTINES, abnorm.,147-1; bacteriol.,185m,o; 
cancer, in children,2140; dis.,139d,e,f,166s, 
167w,195i,232c,2340,244k,250v,257k,296m, 
298c;--in inf.& child.,1850,202c; diverticula, 
182-1,236j,274w; eff.drugs,290m; enzymes, 
134j,k; extracts,244s; infarction,181t; mo- 
tility ,245j; mucosa,139-1; obstruction,163m, 
236a,264b,u,296v,297h,300k; parasites,203r, 
244t,254m,2640,293u,301-1; physiol.,1391:,1, 
179s; roentg.,194s,195v; surgery,157g; 
tumors,207j; volvulus ,236j 

INTUSSUSCEPTION ,,202u,300b; etiol.& pathogen., 
158-1 

INULIN, metabolism,226r 

IODINE, eff.,135c; pantopaque,181o0 

IODONIUM,210p 

ION TRANSFER, 188c,1890 

IONS, 152m 

TRIS, absence,175v P 

IRON, 138t,u; deficiency,289d; in diet,194h; 
metabolism ,289e,g; radioactive,246i; 
therapy ,256w 

ISING THEORY ,279a 

JACKSON, Stonewall,237p 

JARLOV’S VESSEL,177-1 

JAUNDICE, catarrhal,152b,156p,184-1,m,r, 
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206-1,244m ,252e,257m ,264a ,274f,276f,u,287k, 
293p;--in children,207t; diagn.,156q,158m; 
obstructive 2361; of newborn, 174k 
JAWS,137f; anat.& histol.,137t; ankylosis ,2360; 
cancer ,241v: cysts,241w: deform. ,236p,q; 
development ,241p: fractures,137n,138e; 
surgery ,236r: tumors ,242a: wounds & in- 
juries,242h 
JAW-WINKING PHENOMENON, 274h 
JEALOUSY ,173c 
JEWS,198h,263w 
JOINTS 183g: dis.,300e: immobilization, 1450: 
lipohemarthrosis,296q: pain,159m: physiol., 
262f; wounds & injuries ,296q 
JORGE, Ricardo,154-1 
JURISPRUDENCE, MEDICAL, 137n,150u,v,151g, 
158b,204k,232k,256h,262-1,2830,292q; in 
India, 149n 
KAHN REACTION,203s,t,287m 
KERATOCONJUNCTIVITIS, epidemiol.& statist., 
155-1 
KERATOSIS, 193} 
KETENE, tgxicity,248n 
KIDNEYS, abnorm.,304d,305c; cancer ,304f: dis., 
206v,216k,272a,b;--in inf.& child.,255n; em- 
bryol.,187}; insufficiency ,202k,251v: pathol., 
166d,251w,290t: physiol.,139r,177p,179i,211q, 
281m; roentg.,304e,r:; surgery,181t,296q; 
transplantation,187-1: tumors,145r,274w,305c 
KNEE, roentg.,180q \ syphilis ,253e 
LABOR, 154d,245s: cpl.,197c,245p; drugs ,208p: 
forceps,20%.; induction,154d; physiol.,265b 
LABORATORIES, DENTAL, 138e 
LABORATORIES,PUBLIC HEALTH,294k 
LABORATORIES, RH TYPING 150s 
LABORATORY ANIMALS, feeders,212d 
LABORATORY APPARATUS,280v 
LACRIMAL ORGANS, dis.,286v 
LACTASE,202c 
LACTATES,264) 
LACTATION, nutrition factor ,194d 
LACTONES, toxicity,177t 
LAMBLIASIS, therapy,195i 
LARREY, Dominique Jean, 166v 
LARVAE, 189w 
LARVICIDES,239e,257a,301w 
LARYNGO-TRACHEO-BRONCHITIS 201g 
LARYNX, cancer,162r; dis.,213n,265m,296p; 
stricture,273s; surgery ,266t; tuberculosis, 
164k,216q,287c; v-ounds & injuries,2170 
LATEX,131u 
LAUGHTER, 292r 
LEADERSHIP, 199f 
LECITHIN, hydro- 135g 
LEECHES, 186t 
LEGISLATION, 138e ,231k,1,m,274r,295g,h,i; in 
Bolivia, 144q: interpretation, 159d 
LEGS, dis.,193r; fractures ,261e 
LEINER’S DISEASE,153n 
LEISHMANIASIS, epidemiol.& statist.,146e, 
213i; prev.& control,2020 
LENS, CRYSTALLINE, development ,285u; 
displacements ,286d; tumors,286d; wounds 
& injuries,285v 
LENSES, 223m 
LENTIGO,192h 
LEPROSY ,257i; bacilli,183r; etiol.& pathogen., 
149m; therapy,256w; U.S. Nat. Leprosarium, 
234r; urethritis,307k 
LETTUCE,279-1 
LEUCINE, 134q,260f 
LEUKEMIA, 193f; experimental,130u; lymphatic, 
246d; monocytic ,272f,287v; mortality,246c; 
pathol. ,140w; plasma-cell,140v; therapy,206e 
LEUKOCYTES, count,290f 


LEVADITI STRAIN, 183k 

LIBRARIES, 247f 

LIBRARIES,MEDICAL,142d;--Am.Coll.Surg., 
142t:--Army M. Libr.,276c 

LICANIA ,219k 

LICHEN, nitidus,192i; planus atypical,193a,k; 
striatus,193c 

LICHENES 295d 

LICHTENIN,216w 

LIFE, duration,263s 

LIGHT, eff.,278p; injur.eff.,145p,243h; 
perception ,223h 

LIGHT GREEN SF ,240f 

LIGHTING,219b 

LIGHTNING, 252t 

LINACRE,Thomas,265t 

LINGULECTOMY , 182-1 

LININ,131f 

LINSEED, 205i 

LIPASE, 132g 

LIPOIDS,132r ,134-1,135i; metabolism, 157j, 
179v,200r 

LIPONYSSUS, bacoti,293q 

LIPS, cancer ,192h,274s 

LISSAJOUS FIGURES ,292b 

LITERATURE, 173u,174s,175b,198u,v,205d 

LITERATURE, MEDICAL,205r 

LITOMOSOIDES carinii,129a 

LIVER, abscess,236h; cancer ,130q,r,200i; 
chem.,130r,133a,134w; cirrhosis,145c,148s, 
208a,254d; dis.,152b,156p,184-1,195b,207t, 
244m ,252e,254d,m,259h,300c; enzymes, 
130r ,139u,188b,189t,u; extract,172m,259m, 
290t,291f; fats & lipoids,135i,m,179v,287u; 
function tests ,156q,157i,164k,201k,211m, 
245h,268f; insufficiency, 195k,2640; metabolism, 
172q; necrosis,295r,254d; pathol.,171j,250p, 
287k,288c; physiol.,194k,226r,275a; pigments, 
135f; transplantation,281i; tumors,130q,2870 

LIVER FLUKES,307p 

LOCKE, John,265q 

LOCOMOTION, 175f,196i 

LUCILIA ,239e 

LUNGS, abnorm.,302v; abscess,214p; anat.& histol., 
157-1,275h; azygos lobe, 168f; blood supply ,254v; 
calcification,295e; cancer ,1560,157v,200h,204f, 
268k; cavitation,235g; chem.,135g,h; collapse, 
127t,158f,214d; cysts,300p,302n; decortication, 
268p; dis.,204d,301m; echinococcosis,270u; 
edema,214b; enzymes,135n; hernia,176m; 
infarction, 147-1; innervation,299b; mycosis, 
257q; pathol., 1600, 164u,235g,252q,r,253a,267i, 
293j,k,302w; roentg.,168f,258t; suppuration, 
214b; surgery, 182-1,214i1,2690,298v,299a,b,300n, 
0,p,w,301b; tumors,207r,302n; wounds & injuries, 
218h,259k 

LUPUS, erythematosus, 192k,q,193b 

LYING, 263d 

LYMPH NODES, cancer ,274s; diagn.,256g; dis.,156n, 
207v; pathol.,240p; tuberculosis,192n;--in ani- 
mals,308p 

LYMPHATIC SYSTEM, tumors,263q 

LYMPHOCYTES, count,139t,262q 

LYMPHOID TISSUE, 127e,263q ’ 

MACULA LUTEA, degeneration,176a 

MAGENDIE,Frangois, 197s 

MAGNESIUM, 152m; hydroxide 244k 

MALARIA, 152w,260s; allergy,200s; avian, 186q, 
249f,m; blood,1520,212a; cerebral,146e; 
diagn.,207i,302c; epidemiol.& statist.,158¢, 
159-1,203c,257d,j; etiol.& pathogen. ,129f; 
experimental,1520; immunity ,277n,301g; 
nutrition factor 249m; pathology, 166j,215t; 
plasmodium , 129f,1520,q,209-1,210n,249n, 
293n,r,301g; prev.& control,301h; surg. 
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asp.,209e; tertian,262i; therapeutic 3060; 
therapy,149s,169f,186q,190p,249n,252u,w, 
257j,276f,290h,293n,p; transmission,187b, 
293r 

MALGAIGNE,273c 

MAN, prehistoric,137t,271a,q; primitive,141m; 
zoological position,204v 

MANGE,307u 

MANGOES, 188p 

MANIPULATION, 141q 

MANURES, bacteriol.,2790 

MARIE’S SYNDROME,201n 

MARRIAGE, 144j,1,n,214-1,262-1 

MASCULINIZATION, 196-1,299r 

MASKS, 220-1 

MASTOID, mucosa,286t 

MATRINE,216v 

MAXILLARY SINUS, cancer ,241u 

MEASLES, immunity,184k; therapy,253p 

MEAT ,169b,23 1n,247s 

MECHNIKOV, Ilia Ilich,217k,294h 

MEDIASTINUM, compression,272u; dis.,214g; 
foreign bodies ,217-1; tumors,205d,241g 

MEDICAL CARE, 147j,154i,171c,207g,2091,231c 

MEDICAL SUPPLIES,231m 

MEDICINE, history,197u,198f.¢,h,j,273b,c; 
--teaching,197w; in Australia,205q; in Canada, 
274p; in France,1650,198q,273d; in Georgia, 
260q; in Great Britain, 148-1,265n; in India, 
153i; in Kentucky,197u; in Mexico,203d; in 
North Carolina,209i; in Ohio,267e; in Oklahoma, 
261p; in Philadelphia,198k; in South Africa, 
269u; in United States ,207g,231c,272v; in 
West Virginia,1630; incernal,291n; postwar, 
265j,277f; preventive,157q,1990; psychosomatic, 
173a,221-1,260p,277q; social,142w; wartime, 
154f 

MELORHEOSTOSIS ,, 181m ,236g 

MEMORY ,292¢ 

MENINGES, hemorrhage, 181s,270k; tuberculosis, 
268h,288a; tumors,286f 

MENINGITIS,255-1; cpl.& seq.,174f; epidemiol.& 
statist.,149p,q; in animals,238-1; in infants & 
children ,226d,268w; influenzal,200w ,209f,225e; 
paratyphoid,204b; plague,254e; pneumococcal, 
153g; therapy ,221r ,222-1,285a 

MENINGOCOCCI, infections ,207v,249w,261r; 
typing, 185a 

MENINGOENCEPHALITIS ,,288a, therapy,221r,t, 
222-1 

MENINGOPNEUMONITIS, virus,260g 

MENOPAUSE, 165g,220v,272k 

MENSTRUATION, disorders ,272i; inception,270v 

MENTAL DISEASES, 174r; clinics,150c; diagn., 
174e,g; etiol.& pathogen.,175h,292v,293a; in 
armed forces personnel,160t; metabolism, 
174p; therapy,292u : 

MENTAL HYGIENE, 147k,172u,173a,2280,v,273n, 
2830,295g; clinics,150c; in Ohio,267b 

MENTAL TESTS,173p,174g,m,224s,228a,248p, 
282q 

MEPERIDINE HYDROCHLORIDE, 151d 

MERALGIA PARESTHETICA,284g 

MERCAPTOPROPANOL, therapy ,281d,288j 

MERCURY, preparations,261d; toxicity ,291g 

MERSALYL,264i 

MESMERISM, 246n 

METABOLISM, 131p,132h,k,133b,s,w,139i, 
168i,170c,171h,196d,280v,290-1,u; pharmacol., 
177d; respiratory quotient,179t 

METALS, amalgams,137m; bacteriol.,169r; 
therapy ,256w,307e 

METHENAMINE,217u . 

METHIONINE, 259h,260f; deficiency, 188h; 
eff.,133-1,135m; pharmacol.,211k; therapy, 
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METHYL ALCOHOL, metabolism,190p; toxicity, 
146w,177s 

METHYLAMINOAZOBENZENE,240h 

METHYL BENZENE SULFONAMIDE,155m 

METHYL BROMIDE, 239d 

METHYL BROMIDE, toxicity 248-1 

METHYLCHOLANTHRENE, 240a,b; eff.,240k,1 

METHYL LAURYL BENZYL OXYETHYL AMMO- 
nium chloride ,216s 

METHYL PHENOXY PROPANE,290a 

METHYL PHOSPHATE, toxicity,290w 

METHYL SULFONYL BENZYLAMINE,190n 

METHYL THICURACIL, determ.,177e; eff., 
177c 

METRAZOL, eff.,288u,289b 

MEXICAIN,131u 

MICROSCOPES, 281u 

MICROSCOPY ,138q 

MIGRAINE, 282h; therapy, t61f 

MILITARY MEDICINE, 1660,p,207i,271d; 
anesthesia,2171; blood transfusion,162e,259q, 
264v; civilian medicine,199k; education & 
training ,276d; equipment ,216p,217w; 
gastroenterology ,245d; gynecology,217n; 
history, 166v,198e,218b; hospital car ,165n; 
in Great Britain,276t; in Russia,217r,218c,e, 
g,m,n; in United States ,277p; neuropsychiatry, 
173b,f,220u,276h,i; phoniatry,224n; physical 
méedicine,217v; preventive medicine,157q, 
217m; psychiatry, 160t,174a,u,221a,m,277r, 
283g,j,284e,f,292v; psychology,228a; records, 
1650; research,276d; supply,1650; surgical 
technic, 148p,205h,206s,222a,g,236m,276n,q, 
299w ,300r ,305a; technician training, 165u; 
urology ,218i; venereal disease,257f,306n; 
wounds ,181d,300g,1 

MILK, abnormal,211s; bacteriol.,169r; buffalo’s, 
188q; chemistry,133e,187u; fats,244f; flavor, 
169d; penicillin,213h; physical properties, 
168r; vitamines,210-1 

MIND, body and mind,2620 ; 

MINES & MINERS,294n 

MINNESOTA MPI,158k 

MIRROR WRITING,213t 

MITES, 130a,186m,n,p,v,187c,219t,293q,302w 

MITRAL VALVE, stricture,145e 

MOHLER REACTION, 178p 

MOLECULES, 1360, 168j,169v 

MONAKOV,175b 

MONILIA, agglutinins ,281r 

MONONUCLEOSIS, infectious ,262g 

MONSTERS ,308w 

MORALE, 293d 

MORE, Sir Thomas, 169j 

MORGAN TIMERS,235e 

MORINGA ,169m 

MOROZOV’S METHOD, 184u 

MORPHINE, addiction,282m 

MORPHOLOGY, 162j 

MOSQUITOES, 129d,166u,187b; bites,169q,279d; 
culture,169q; eradication,231h,234k,239¢,j,n, 
257a,2800,301w; physiol.,293r; transmission of 
disease ,279e 

MOTOR SYSTEM, 175f 

MOUTH, absorption, 164t,251g; cancer ,147h,286u; 
diseases, 137i,241s,264d; hemorrhage,286m; 
hygiene, 165u 

MOVEMENTS, 175f,196i1,292-1,297s; perception, 
292b 

MOVING PICTURES ,227e,298g 

MUCIN,278r 

MUSCLES, abdominal,268a; absence,268a; chem., 
133d,176u,183c,188d,2120,271-1; contraction, 
2120; dis.,153v,199m,202g,254n,265s; electro- 
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myography ,213m ,282k; facial,213m; hernia, 
148e; hypertrophy ,297c; innervation,153v, 
284k,m,p; laryngeal,213m; masseter ,297c; 
pathol. ,239t,251q,255c,288m; pharmacol.,290m; 
physiol.,172k,176u,210g,v; scalenus, 1600,297j; 
tonus ,216b,228e,248r ,292-1; transplantation, 
236b,2370 

MUSEUMS, 171la 

MUSTS,243w 

MUTISM, 162f,174t 

MYANESIN,290a 

MYASTHENIA, gravis, 148q,251c,267w,300q; in 
pregnancy ,245v 

MYCOSIS, cutaneous, 193e,307b; fungoides ,192m 

MYELITIS,201b,205m; etiol.& pathogen. ,262i; 
in animals,238k 

MYIASIS, intestinal,2540 

MYOCARDITIS; etiol.& pathogen.,165r; toxic, 

+ 252j 

MYOGLOBIN, crystalline, 188d 

MYOPIA , 223i 

MYOSIN, 172k 

MYOSIS, endolymphatic stromal,197d 

MYOSITIS, 199m; epidemic ,250c; fibromyositis, 
199m; tropical,257e 

MYOSMINE,212b 

MYOTONIA,167u 

MYXEDEMA,192m - 

NAILS, dis.,192u 

NAPHTHALENES, toxicity,205r 

NARCOSYNTHESIS, 165k 

NASOPHARYNX, bacteriol. ,293k: dis.,127e: 
surgery ,236s 

NATAGON,216q 

NAUSEA , 245d 

NAVAL MEDICINE, 166p,167q,s‘ neuropsychiatry, 
167p; psychology ,293d; urology 3040 

NECROBIOSIS LIPOIDICA , 192i 

NEEDLES, 146g 

NEGROES ,128m,151d,256w 

NEMATODES, 219-1; infections ,254m 

NEOSTIGMINE, therapy ,151f,153v 

NEPHRITIS, cpl.& seq.,148m; glomerular ,2660; 
in children,157n 

NERION,217c 

NERIUM,217c 

NERVES, 284-1: cranial,147h; extract,187q,260k; 





NEUROSYPHILIS, asymptomatic, 182q; therapy, 
155c,158j,202r ,306p 
NICOTINE, 212b,220j 


NICOTINIC ACID, 134u,1°.1d,189v,194g,210j,286m: 


deficiency ,133q,1340; determ.,133u; eff.,211t: 
metabolism,131m,134t,155m,188g; therapy, 
175¢ 

NIKETHAMIDE,296t 

NITRO COMPOUNDS, 188n 

NITRODIPHENYL, toxicity ,248d 

NITROGEN, 131f,168s,169e,189r; chem. ,244c: 
determ.,244d; eff.,291a; metabolism,132u 

NOCARDIA, 145g 

NOMENCLATURE, 172n,222a,277p,298m 

NORMALITY ,262u 

NOSE, concretions,165d; medication ,217g: 
mucosa,2130; surgery ,182n,237} 

NOTATIN, pharm.,289s 

NUCLEINS, 130t,138s,188s,219f,240a,k,260i; 
hydrolysis,134) 

NUCLEOPROTEINS, 134w,172f 

NUFFIELD FOUNDATION, 169t 

NURSES & NURSING, 142n,143k, 144e,223e,233f; 
education, 142d,222r,u; history,266g; male, 
303h; military,2180,277q; obstetric,222v; 
pediatric,233b; recruitment,143n; Red Cross, 
271h 

NUTRITION, 132f,1491,169b,170b,171h,206-1, 
232b,234b,f,243q ,247-1,259t ,267b,2790; 
disorders, 153d,1591,215s,244-1,250n,q, 
255k,287k,297m; in Canada,168w; in Egypt, 
1690; in Eskimos,128f; in Scotland,257o: in 
Spain,145t; standards,165m; surgical asp., 
181) 

NYSTAGMUS, 2850; hereditary ,285n 
OBESITY, etiol.& pathogen.,179p,264u,272-1; 
experimental,179r,s,t: in children,225g; 

metabolism,257p; therapy,155g . 

OBSTETRICS ,,154d,155b,197d,206k; in Great 
Britain,253k 

OCHSNER & MAHORNER TEST,253w 

OGILVIE’S HERNIA,205s 

OIL, dermatosis,247t; liver oils,190f; oiticica 
seed,219k 

OINTMENTS, 163f,178g,1,t,v,191u,192e,243k, 
268e 

OITICICA TREE,219k 


facial,283t,284v; optic,175v,227m,286f; peripheral, OLD AGE, care,155u,159k; dis.,158f,161p,252s; 


153v,1590,253t,277n,284s; sensory,253n; splanch- 
nic,1940,305d; vagus,150t,170-1,177n,244q,r, 
245g,273r ,289c,300s 

NERVOUS SYSTEM, allergy ,260k; anat.& histol., 
283t: dis.,1450,t,151-1,152d,173k,175c,j,201a, 
220p,260j,k:-- in animals ,238e,1; electricity, 
172a; in insects,283v; physiol.,146u,170-1, 
187q,226s,u,284),k,1,n,o,p; surgery ,204t,222f; 
tumors ,284w 

NERVOUS SYSTEM, SYMPATHETIC,175r,275a; 
surgery ,270i; tumors,237n 

NEURALGIA, etiol.& pathogen. ,284s 

NEURITIS,201b; etiol.& pathogen. ,2540; multiple, 
164n; optic,205m 

NEURODERMATITIS, 192a,243g 

NEUROFIBROMATOSIS, 193m 

NEUROLOGY , 157k; history ,204t 

NEUROMYELITIS,201b 

NEUROPSYCHIATRY, 166r ,220u; clinics,150c; 
diagn.,261m; in Japan,220s 

NEUROSES & PSYCHONEUROSES, 220p,282h, 
283-1; anxiety ,160d,282i; diagn.,158k; etiol. 
& pathogen.,173v,174m,282t,292v; experimental, 
227s; in armed forces personnel, 160t,167p, 
174a,u,277r ,283j,284e: therapy,255s: trans- 
ference,174v 

NEUROSPORA, 131u,134q 


medical care,214m; surgery,161p,270f,298s, 
30: 


OMBREDANNE OPERATION, 304p 

OMENTUM, dis.,167w; torsion,181m,182j 

ONOPORDON, 169k 

OOTHECA, 188k 

OPERATION EVEREST ,167n 

OPHTHALMIA sympathetic ,261n,286d 

OPHTHALMOLOGY ,285m 

OPPENHEIM, Albin Josef,190s 

OPIUM, standardization,177w 

OPTOMETRY ,223}j,s 

ORBIT, cellulitis 285s; tumors,213s 

ORIENTATION, 279a 

ORPHANS, war orphans,271f 

ORTHOPEDICS ,264m; devices,276k 

ORTHOPTICS,223i,p,r,277b; apparatus,281lu 

OSAZONES, 131k 

OSLER, Sir William,198-1 

OSMOSIS , 1890 

OSSIFICATION ,211e,1,296h,297v 

OSTEITIS fibrosa, 1661 

OSTEOARTHROPATHY ,238i; hypertrophic pul- 
monary ,201n,o 

OSTEOMALACIA, etjol.& pathogen.,266c 

OSTEOMYELITIS,258h; therapy,297k 

OSTEOMYOPATHY, nutritional,202f 
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OSTEOPATHY, teaching, 141o 

OSTEOSCLEROSIS, 181m 

OSVAN, 216s 

OTITIS MEDIA, in infants & children,256c,275j; 
therapy ,213-1 

OTORHINOLARYNGOLOGY ,269s ,?75m 

OTOSCLEROSIS, therapy,146q,158e,205k,258q, 
263m ,270j 

OVARY, anat.& histol.,127m; cancer ,206n, 
280q; cysts,201p; hormones, 134h,156u,194r; 
transplantation ,240g,307r; tumors ,213c,d, 
240g,251-1,280h,297r ,299n,r 

OVIDUCTS, 1690 

OVULATION, 1690, 183h,188k,212b,264h 

OVUM,226-1; chemistry,132p 

OXIDASE & PEROXIDASE, 130r ,131u,132s,133a, 
i,139u,183e,240b 

OXIDATION , 133i, 168i,170c ,244c 

OXIDATION-REDUCTION ,290u 

OXYGEN, chemistry,133j; consumption,179s, 
226-1,249e,281e; deficiency,167n,174m,179i, 
209t ,226c,228h,240w,272d,282t; 
metabolism ,226c; therapy,143s 

OZENA,217g 

PAIN ,284s¢ referred,199m; therapy,298-1; 
threshold measurement ,220t 

PALATE, cancer ,241u; cleft,2240; torus,191b; 
tumors ,241t 

PALEONTOLOGY ,137t,171r 

PALUDRINE, eff.,190p 

PANCREAS, aberrant,1760; calcification, 158e, 
296a; cancer 245-1; dis.,244m,245f; enzymes, 
134r; fibrosis,180u; physiol.,132n; secretion, 
195q; surgery,1540,235w; tumors, 146g,236i 

PANCREATIN,275u 

PANCREATITIS, acute,236f; cpl.& seq.,180v; 
etiol.& pathogen.,139k; therapy,244u; trauma- 
tic 297i : 

PANTHENOL, 177g 

PARAGNOSIA ,2240 

PARALYSIS, acute ascending,254h; cerebral, 
154p; conscious temporary generalized,292w; 
facial,174i; spastic,174f; therapy ,210w,2370 

PARALYSIS, GENERAL, therapy,3060 

PARAPHASIA ,2240 

PARAPSORIASIS, 192-1 

PARATHYROID, dis.,272f; pathol.,305n; surgery, 
298s; tumors ,237p,260n,300h 

PARATYPHOID,185p; cpl.& seq.,204b; transmission, 
294s; vaccine,185u 

PARENTS, 144j,255p 

PARKER, Peter ,247c 

PARKINSONISM, 221th 

PAROTID GLANDS, surgery,236c 

PAROTITIS, cpl.& seq.,201b; immunity,151p,q, 
152¢c 

PASTEUR, 184b 

PASTEUR INSTITUTES, 143d 

PATELLA, tumors, 180g 

PATENTS, 247h 

PATHOLOGY, 162}; cellular ,213q; chemical,213q; 
institutes ,161c,166b,c;--Army Inst.Path. ,277u; 
methods ,172i; registries,166c; societies (Path. 
Soc.Lond.,213p) 

PECTIN, amylo-,135t 

PEDIATRICS,214v; in Great Britain,253k 

PEDICULI, cult.,186i,239k; delousing,129v, 
239d,276w 

PELLAGRA, 194-1; cpl.&@ seq.,146f 

PELVIS, cancer,159h! dis.,298q; measurement, 
180m ,197g,245p,295m 296d; roentg.,180e; 
tumors ,299n 

PEMPHIGUS, 193n,q,205u,270t; conjunctivae, 
175r; therapy,192d; toxin,210d 

PENICILLIN ,255b,266n,289p,s,3050; admin., 


155r,171i,179d,221r ,t,222s ,226b,251a,¢,2541, 
264p,q,275j,280h,285a; determ.,178n,0,213h, 
279a; eff.,146-1,167v,168s,170h,171j,183s, 
187v,203f,210i,212f,g¢,236t,285a,288r ,307v; 
G,280k; history in India,153i; K,280k; 
metabolism, 177p,237e,280k,28 1m ,299}; 
preparations, 178g,v,192c,289-1; therapy, 
146v,178c,201u,v,256m ,274c;--in dentistry, 
243b,c; --in dermatology ,251e;--in laryng- 
ology ,286-1;--in ophthalmology,176h;--in 
otology,213-1; in otorhinolaryngology ,153q, 
165s,286k;--in pediatrics ,268w;--in surgery, 
242h,254-1,2960;--in veterinary medicine, 
307q; toxicity ,150-1,192d,201b,211c 

PENICILLINASE, 134g,146-1,212f 

PENICILLIUM, breeding ,262j 

PENIS, dis.,306p; tuberculosis ,304n; wounds 
& injuries ,267t 

PENSIONS, 148u 

PENTOSES, determ.,131t 

PEPSIN ,209v 

PEPTIC ULCER,151b; associated dis.,244j; 
cancer ,160}; cpl.& seq.,203b; epidemiol.& 
statist.,195e,s,205g; etiol.& pathogen.,139m, 
190-1,195-1,209s,221k; hemorrhage ,245a; 
pain,264t; perforations ,1570,181q,201c, 
300a; post bulbar duodenal,245d; postopera- 
tive,195e; roentg.,235-1; surg.ther.,163e, 
1940,195a,f,m ,244q,r ,256q,273r,300s; 
therapy, 162g,201w,215n,216c,244k,s,245¢ 

PEPTIDASE, 133k,135a,n 

PERCEPTION, 292b; form ,221h 

PERIARTERITIS, nodosa,250g,2870,288b; 
superficial segmentary 269-1 

PERICARDITIS ,249r 

PERICARDIUM, herniation,296e 

PERINEPHRITISs ,304e 

PERINEUM, lacerations, 146n 

PERIODICALS, MEDICAL,--Union med.du 
Canada,274-1,m,p 

PERIODONTIUM, physiol.,190t 

PERITONEAL FLUID, bactericidal eff.,247-1 

PERITONEUM, tumors, 130m 

PERITONITIS, etiol.& pathogen.,267j; prev., 
157g; therapy,167k,2960 

PERSEVERATION , 228} 

PERSONALITY , 199s ,220v,227c,i,228e,257s; 
disorders,173a,213g,284c,292p; persevera- 
tion,228j; psychopathic, 140e,f,2340,282n, 
283-1; tests, 158k,173p,221-1,224s,227w,228a, 
g,248p,293c,f,g 

PERTHES TEST ,298r 

PETROLEUM PRODUCTS, toxicity ,247t 

PHAGOCYTES & PHAGOCYTOSIS, 151t,v,247-1 

PHARMACOLOGY ,270d,290k 

PHARMACY ,143c; equipment ,289p; in India, 
149u; military ,289-1,m 

PHARYNX, dis.,265m; wounds & injuries,2170 

PHENANTHRENE DERIVATIVES, 130n 

PHENOL,239m 

PHENOLS, 132e,f 

PHENOTHIAZINE, 237u 

PHENYLAMINE, 188v 

PHILOSOPHY ,174r 

PHLEBITIS, portal,256r; retinal,213r; therapy, 
256a ~ 

PHLEGMON, peritonsillar ,286-1; therapy,165b 

PHONIATRY, institutes ,224m 

PHOSGENE, toxicity ,212e,248f,h 

PHOSPHATASE, 132p,w,168s,305j; alkaline, 
183e; phosphoprotein, 132p 

PHOSPHATES, meta-,135s 

PHOSPHIN, toxicity ,248a 

PHOSPHOEST ERASE, 134j,219h 

PHOSPHORUS, chemistry,134w; in diet 234-1; 
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metabolism, 130r,t,132s,133d,169n 
PHOTOGRAPHY ,172h,219c ,235q,242u: compari- 
son camera,140h 
PHOTORECEPTORS ,223h 
PHY LLOBOTHRIUM,129m 
PHYSICAL EDUCATION & TRAINING, 128n,292-1 
PHYSICAL EFFICIENCY, tests, 179k,248r 
PHYSICAL EXAMINATION, 259e,274s; of children, 
214-1: periodic ,214-1 
PHYSICAL MEDICINE, 267c; apparatus,217v; 
in psychiatry ,292u 
PHYSICIANS, 196q,201q,232k,271b: as artists, 
274q: general practitioners ,274q; in Den- 
mark,148u; in France,273b: Negro, 1541; 
relation to society,154b; women, 156u 
PHYSIOLOGY ,1700,206m; history,198p: tests, 
179k 
PHYSOSTIGMINE, therapy,153v 
PHYTOFLUENE,131u 
PHYTOSTEROL, determ.,136d 
PIGMENTATION, disorders,192u 
PIGMENTS, 135f; carotenoid,188p; indigoid, 
188r 
PILEUS mexicanus,131u 
PINE TREE ENZYMES,217d 
PIPERIDINE, determ.,176w 
PIPETTES ,281q 
PIROPLASMOSIS,308g: prev.& control,308n 
PITOCINASE,197e 
PITUITARY BODY, atrophy,192p,250j; development, 
187k; diseases,160v: secretion, 135c,139p,r: 
tumors ,249v 
PITUITARY PREPARATIONS, eff.,179v; standardi- 
zation,177f,288s 
PLACENTA, dis.,255e 
PLAGITURA ,128w 
PLAGUE, cpl.& seq.,254e: diagn.,185b; epidemiol. 
& statist.,171q; history,198n; therapy ,301p 
PLANARIA ,220b 
PLANTS,218s 
PLAY THERAPY ,225-1 
PLEURA, tuberculosis ,274v 
PLEURISY, pathology ,2680: with ‘effusion,302h 
PLINY ,198h 
PLUMMER’S DILATOR,196c 
PNEUMOCOCCI, allergy,184w; antigens & anti- 
bodies ,251k; infections,151t,v,163g,171w 
PNEUMOCONIOSIS,165a,250n; epidemiol.& 
statist. ,2040,235f; pathol.,214c,268-1; p-ev. 
& control,303k 
PNEUMONIA, associated dis.,253f; atypical, 
249q,261u,293s; chronic,252v; epidemiol.& 
~ statist.,293j,k; etiol.& pathogen.,151v,218-1, 
259k; in children, 164g; therapy,151r,t,154t, 
163g,200p; traumatic ,259k; virus,260d,e 
PNEUMOTHORAX, 205e,303k; artificial, 148b; 
cpl.& seq.,251f; etiol.& pathogen.,160t; 
recurrent ,252m; therapy ,299a 
PODOPHYLLIN, toxicity,175u 
POISONS & POISONING,231-1,248f,h,29 1h; 
determ.,149a 
POL, Nicolaus ,198m,247d 
POLAROGRAPHY ,189m 
POLIOMYELITIS,207q,256t; blood,252h; cpl.& 
seq.,2370; epidemiol.& statist.,155j,254r, 
257m ,269w,274c; experimental,281f; immupity, 
176k; nutrition factor ,131n; surgery,259r; 
therapy,254w; transmission,225g; virus, 
131n,151-1 
POLYCYTHEMIA,250f 
POLYPORIN ,279m 
POPLITEAL FOSSA, hernia,148e 
POPULATION, 279h,1 
PORK ,169b 
PORPHYRIN, 134f; metabolism ,188p,259g,263g; 


proto-,135a 

POSTURE, 167b,179n 

POTASSIUM, eff.,284p: radio-,209r; therapy, 
210w 

POWDERS, 178) 

P-C'-U,217b 

PRECIPITIN ,288f: reaction, 280w 

PREGNANCY ,274s; age,270a; blood,245u; 
blood pressure,209h; cpl. ,245u,v,259¢,285w; 
diet ,169b,245q,2570: ectopic, 153a,155m.206t, 
250u; kidneys,164n; physical exam. ,214k; 
toxemia,209h,245r ,253v,269r 

PREGNANEDIOL, metab.,134h 

PRIESTLEY, 219e 

PRISONS & PRISONERS, psychiatry,199e,221m, 
277s 2 

PROCAINE, eff.,187q; metabolism,177m 

PRONPTIN,216t 

PROSTATE,250t; cancer ,141r ,251v,262k,304i, 
305j; hemorrhage,305s: hypertrophy,160-1, 
304u,305r; surgery ,204c,270f,300d,304j, 

- 305u,306d,f; tumors,305k 

PROSTATECTOMY ,305i; cpl.& seq. ,305h; 
endoscopic ,202b; indications ,305u; perineal, 
304v 

PROSTHESES ,138b; celluloid,297b 

PROTEINS, 134r,136f,187u; azo-,13ir; chem., 
131r,188-1,m,n,s,189j,u; deficiency,131n, 
256n; digests,260f; hydrolyzates,134n; in 
diet ,133-1,157d,194a,c,e,¢,210s,2801; 
metabolism ,134a,136i,189e,207p; prepara- 
tions,298b . 

PROTOPLASM, chem.,133a 

PROTOZOA ,127k,130a,e,169p,171-1,186s,187¢, 
280j,2810; infections,200e; pathogenic ,293u 

PROUT, William,198r 

PRURITUS,193h; therapy ,300c’ 

PSEUDOLEUKEMIA,192w 

PSEUDORABIES ,308r,v ? 

PSITTACOSIS, virus ,260g 

PSORIASIS ,192r,s; in Negroes ,193s 

PSYCHIATRY, 173q,174r,175b,h,209e,220w, 
258v,272q,283-1,292q,u; diagn.,141p,173p, 
174e,g; general practitioners,255s; history, 
198d,220p,273c,279p; in Australia,206b; 
pediatric,258s; rating scales,174m,282u; 
statistics ,292q 

PSYCHOANALYSIS, 173t,v,w,221d,283e,2851 ; 
abreaction,2620; technic ,173t 

PSYCHOLOGY ,173s,175b,291u,292d; compar.,- 
227-1,n,0,q,r,279a,292a,k,293e; concept at- 
tainment ,228f; history,293e; industrial, 
293f,g; medicine & psychol.,173a,206b; 
military ,277h,k; of reference,291w; of 
semantics ,291v; personnel selection,283e; 
social, 128f,174s,221c,228s,t,293e; statis- 
tical methods ,228r; trend tests ,228q 

PSYCHOTHERAPY ,172u,v,w,173f,174g,214n, 
252v,285g,287d; indications ,174t,204q,215i, 
228b 

PTERYGOSPERMIN,169m 

PUBLIC HEALTH,294r; centers,198t,261h, 
263c,274j; history,169j,254p; in Arkansas, 
151}; «n Barrow, Eng.,229c; in Bedfordshire, 
Eng.,229f; in Cambridge,Mass.,229h; in 
Chester, Eng.,229k; in Coventry, Eng.,229m; 
in Crew, Eng.,229p; in Delaware,229r; in 
Edinburgh ,229t; in Gateshead, Eng.,229w; 
in Huddersfield, Eng.,230a; in Hungary, 
234t; in Indiana,232v; in Manitoba, 230f; 
in Maryland,230i; in Northumberland, Eng., 
230-1; in Ontario,2300; in Punjab,230r; in 
Russia,197s,271e; in United States,231c; 
in Wiltshire, Eng.,264w; international ,274b; 
postwar ,166q; surveys,179a 
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PUERPERAL INFECTION, epidemiol.& statist., 
233p; prev.& control,197m 

PUERPERIUM, early ambulation,208u 

PULMONARY PLEXUS,299b 

PULSE, rate,167e; venous,175t 

PUNISHMENT ,292q 

PUPILS, dilatation & contraction,226u 

PURINE, 133s . 

PURPURA, etiol.& pathogen. ,146f; solaris, 
243h 

PUTREFACTION,chem.,188c 

PYELOGRAPHY ,296g 

PYELONEPHRITIS ,206v 

PYODERMA,192u,205b,251e 

PYORRHEA ALVEOLARIS, etiol.& pathogen. ,194r 

PYRAMIDAL TRACT, anat. & histol.,283u 

PYRIBENZAMINE,2030 

PYRIDINE ,2780 

PYRIDOXAL PHOSPHATE, 133n 

PYRIDOXINE,133c; determ.,188a; eff.,210e 

PYRISULFON ,216r 

QUAIL, dis.,237w 

QUERULANCE,285h 

QUERVAIN’S DISEASE,236g 

QUILLAIA ,288v 

QUINACRINE, eff.,170m,175s ,249n 290g; 
metabolism,188v; pharmacol.,290h; 
therapy,149s,3(%4; toxicity ,193a,k,1,243f, 
252u,w 

QUINIDINE, therapy,241a 

QUININE, preparations ,216t 

QUINOLINES, 169f,216w 

QUINONES, toxicity ,220b 

RABIES, immunity, 184g,260q,262i; virus,151-1 

RACES, 128f,j,k,1,m,o0,218t 

RADIATIONS, 180r ,248j; counters,170i; eff., 
1400,280b,299k,1; injur.eff.,236w ,2400,275u; 
measurements,172h; protection, 180k 

RADIOACTIVITY, 235c,246i,270m ,27 1t,280t; 
eff.,2400; measurement, 180g 

RADIOLOGY ,2350,295-1; history,180d,235p, 
264m ,295r,298m,n; -- in Great Britain, 
213f; technicians ,235q 

RADIUM, therapy,127e,213n,267h,270v,295m 

RADIUS, fractures ,265v 

RAGWEED, 127d,199-1 

RAMALINA, 295d 

RATS,210h,211d; eradication,211g,218a,23 1h 

RAYNAUD’S DISEASE, 192-1 

READING ,205d,225p,227d,e 

RECEPTORS,179m ; photo-,223h; retinal,220a 

RECORDS, MEDICAL,127q,143c,1650,231f 

RECRUITS, tests,220u,276i 

RECTUM, cancer,1540,194p,213b; dis.,154c; 
prolapse ,276-1; stricture,160c; surgery, 
160c; tumors,305k 

REFLEX, 146u; circulatory,179n; conditioned, 
291u; corneo-pterygoid,271m; eyelid,292c; 
Hoffmann,174f; respiratory ,179n,292-1 

REGENERATION, 130h 

REHABILITATION, 149j,163n,225s,227u,271i 

REITER’S DISEASE,146m,o 

RELAPSING FEVER, epidemiol.& statist., 
301i 

REPRODUCTION, 212}; in animals, 1690; 
nutrition factor ,194d,212s 

RESEARCH, 128e,f,g,171q,172p,198b,280p, 
281b; foundations,172p; in Russia,278c; in 
United States 281k; international,155n, 
171a,220g; political asp.,170e; secrecy, 
279j 

RESEARCH, MEDICAL, 161b,163b,169t,171u, 
198f,199-1,202v,234d,255e,261h,271k,r, 
276d 

RESECTORS,305i 


RESECTOSCOPES,305i 

RESINS, 138b,e,q,172i 

RESPIRATION, 1681; alveolar CO2,179h; breath- 
holding,179k: function tests ,272c; Kussmaul, 
273p; mouth breathing,264k; physiol.,146u, 
179n 

RESPIRATORS, 28 1w 

RESPIRATORY TRACT, bacteriol.,293},k; dis., 
212h,275t,2930,s; mucosa,201p,288v; wounds 
& injuries ,286p 

REST ,210u; physiological,1450 

RESUSCITATION ,127u,264v,301c 

RETICULCENDOTHELIAL SYSTEM, dis.,275c 

RETINA, detachment,165f,213s,285w,286e; 
pathol.,262b; physiol. ,204r,220a; pigments 
& pigmentation,175w; tumors,259-1,286g 

RETINENE, 190g 

RETINITIS, pigmentosa, 176b 

RETROLENTAL FIBROPLASIA,226f 

RHEOSTOSIS ,181m,236g 

RHEUMATIC FEVER,239t ,275r,276e; cardiac 
cpl.,249s; epidemiol.& statistics ,251t; 
eruptions,192r; prev.& control,167n,256c; 
therapy ,156-1,208e,251u 

RHEUMATISM, 160i,265s; acute,239t; 
classification,275f; epidemiol.& statist., 
239s; palindromic,2620; pathology ,251t; 
therapy ,239q 

RHINITIS, atrophic,217g; vasomotor ,201p, 
266u 

RHUS, toxicity ,261t 

RIBOFLAVIN,210g; deficiency ,211e; determ., 
1880; metabolism, 136-1,193w 

RIBONUCLEINASE,219h 

RIBS, abnorm.,302n 

RICE, Nathan P.,198) 

RICHARDSON, W. H.,199b 

RICIN, determ.,226p; toxicity ,226n 

RICKETS, epidemiol.& statist.,202-1; etiol. 
& pathogen. ,202m,266c; prev.& control, 
248); therapy ,220c 

RICKETTSIA, chem.,279c; culture,212¢ 

RICKETTSIAL DISEASES,294e; diagn. ,164f; 
therapy,274d; transmission,293q 

RIGOR MORTIS,2880 

RINGWORM, 263r ,307b 

ROCKY MOUNTAIN SPOTTED FEVER, 
therapy,150k 

RODEALIN,217e 

RODENTS,290k; erad.,218a,231h 

ROENTGEN RAYS, 136-1,1800; apparatus, 
180k,n,235e,307c; depth localization, 180}; 
diagn.,150i,295-1; eff.,280b; injur.eff., 
171j,1930,226k,236w,275u; stereoscopy, 
180r 

ROENTGENOGRAMS, 180} 

ROENTGENOLOGY, history ,180d 

ROENTGENOTHERAPY, dosage,235d; in derm., 
307c; indications ,2080 

ROOSEVELT, F.D.,221ic 

RORSCHACH TEST ,221h 

ROSACEA, diagn.,193h 

ROTENONE, determ.,243v 

RUBELLA, maternal,263h 

RUMINATION, 213j 

RUSH, Benjamin,198d 

RUTIN, determ.,280u 

SACCHARIDES,135t; poly-,170j,k,189n, 196d, 
249f 

SAFRANINE,280w 

SALICYL COMPOUNDS, acetylsalicylic acid, 
289k,290e; eff.,131f; metabolism ,267r; 
toxicity, 148m 

SALIVARY GLANDS, tumors,241v 

SALMONELLA,293m; abortivo-equinas ,238h; 
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non-motile variants,276p; pullorum ,307u; 
typhimurium ,139d 
SALTS, solutions,128s 
SANGUINARIA,288v 
SARCOIDOSIS ,1930; cpl.& seq.,192n 
SARCOMA, 153n,196t; experimental,130m ,240e,f; 
Kaposi’s,192g; lymphosarcoma,241t; osteo- 
sarcoma,307r; reticulosarcoma, 140w,193h, 
205t,274w; virus ,240d 
SARCOPTES,307u 
SAUERBACH TECHNIC,204r 
SCALP, surgery,237a,300j; wounds & injuries, 
243i 
SCARLET FEVER, epidemiol.& statist. ,186h; 
immunity ,212i; therapy,251n 
SCHEDE TECHNIC,237i 
SCHISTOSOMA, 128s 
SCHISTOSOMIASIS ,171c,253e; diagn.,128t,236d, 
301n; epidemiok.& statist.,207p; pathol., 
128t,285b,301m; prev. & control,128s,u, 
172-1,277a; transmission, 128v 
SCHOOLS, medical service,224b,233e,f,247r; 
--in Russia,271g 
SCHOOLS,MEDICAL,143w; Montreal,274n; 
North Carolina,161r; Oklahoma,261p; Women’s 
Med.Coll.Baltimore,157e; student achievement, 
163} 
SCIENCE, history,198b 
SCLERODERMA,272f; diagn.,192u 
SCLEROSING AGENTS,286m 
SCLEROSIS, disseminated,274a 
SCOPOLAMINE,177w 
SCROTUM, 172g; dis.,191v; gangrene,253b,267t 
SCURVY ,2750; pathol.,133d,212u 
SEA WATER,218s 
SEBORRHEA,201i 
SECRECY in research, 279}j 
SEDATIVES ,284m 
SEEDS, 210}j 
SELF-MUTILATION, 141m 
SEMANTICS ,293c 
SEMEN, collection,238f 
SENEAR-USHER SYNDROME, 1921: 
SENECIONINE, eff.,290k 
SENEGA, 288v 
SENSATION ,,253n; disorders,269h,272r 
SEPTICEMIA, cpl.& seq.,249w; proteus,263b 
SERINE,132m; determ.,188m 
SERODIAGNOSIS, 182s ,2750 
SEROTHERAPY & HEMOTHERAPY,236s,241d 
SERUM,231m; of animals ,2470; physical 
properties ,1890; storage,287m 
SESAMOID BONE, 235g 
SEWAGE, 168s; disposal & purification,130a, 
282c 
SEX, 144i,k,173v,283m,285i; biology ,280}; 
crimes,140d,e; education,149k; in plants, 
170t,279n; ratio,144-1 
SEXMAIN,217a 
SHAKESPEARE, 173u,198v,221d 
SHAMANISM, 128h 
SHARKS, bites 236k 
SHEEP,279n 
SHEEP-DERMATITIS ,278g 
SHIPS ,2340 
SHOCK, blood circ.,152n; etiol.& pathogen.,255c; 
in animals ,238k; pathology, 1790; surgical, 
259p,264s; therapy,158v 
SHOES, orthopedic ,276k 
SHOULDER, painful,263m; paralysis ,2370 
SIGMOID, cancer ,1540,207k 
SILICONES ,219b 
SILVER, toxicity ,281d 
SINUSES, NASAL, diseases ,255i,256k,259d 


SKIN, barrier creams,145p; cancer,163-1,240a,b,1, 
287r; chemistry ,260h; dermatoglyphics, 1280; 
dis.,173k,192k,193r ,205b,264j,306s,307a,c; 
electric impedance,173j,271p; enzymes,135n: 
extract ,306v; interstitial pressure,152f,g; 
medication,191u; pathol.,243h,249w; perme- 
ability ,243j,k; transplantation, 181f,193),236n, 
236s ,t,237m,264a,2970,298i,299p,300h; 
tuberculosis,192r,t,w,193h,j; tumors,193a,g, 
201-1,287s; wounds & injuries,205b 

SLEEP ,210u,228d; disorders ,165d,2270,292s 

SMALLPOX, diagn.,233n; history,198i; therapy, 
153c,211j; vaccination, 154h,183k 

SMITHSONIAN INSTITUTION, 170w,171b 

SNAILS, 128v 

SNAKES,291q; bites,153g,291q 

SNOW, John,2460 

SOCIAL SECURITY, 144v,273j 

SOCIETIES MEDICAL,--Am.Med.Assn.,150m,t, 
151e; Am.Urol.Assn.,306j; Northern Med.Assn. 
of Phila.,159e; Colorado State Med.Soc.,2690; 
Soc.med.hOp.Paris ,271k 

SOCIOLOGY ,128e 

SODIUM, benzoate,212k; chloride, 136i,24 1b; - 
glucuronidates 190i; phenylpropiolate ,216q; 
succinate ,291d 

SOEMMERRING, Samuel Thomas von,1980 

SOIL,275n; bacteriol.,129s,170j,k; chem., 
189p,r 

SOLUTION G,258-1 

SOYBEANS, 169d,219n,q 

SPALDING, Alfred,197u 

SPASM, hemifacial,284v; therapy ,291a; 
vascular ,167t 

SPECIALISM,266q 

SPECIMENS, 172i 

SPECTROSCOPY ,278m 

SPECTRUM ANALYSIS, 130v,134s 

SPEECH,224r; defects,215w,224-1,m,n,o0,s 

SPERMATOZOA, development ,127j,139p,292m; 
metabolism ,132p 

SPHINCTER MUSCLES, physiol. ,226u 

SPHINGOMYELIN, 134e,1,135g,h 

SPHYGMOGRAPH,209w 

SPINA BIFIDA,254n 

SPINAL CANAL ROENTGENOGRAPHY, 1810, 
235w 

SPINAL CORD, abscess,158h; cysts ,284t; 
pathol.,179n; physiol.,292k; tumors,174h, 
206n,284w; wounds & injuries, 181c,267k, 
304s 

SPINAL PUNCTURE, 221i 

SPINE, arthritis ,235j; dis.,264e; dislocations, 
297w; fractures,265d,285d,292t; interver- 
tebral disks, 174-1,181c,235w,282k,s,295n; 
surgery,237h; wounds & injuries,282w 

SPIROCHAETA,293u; agglutination, 1840,263b; 
cult.,184n; viability ,184p 

SPIROCHAETA PALLIDA,209p; cult.,307f 

SPIROCHETOSIS,253t; canicola,145d; epidemiol. 
& statist.,184q; icterohaemorrhagica,146b,c, 
167p 

SPLANCHNOPTOSIS ,272g 

SPLEEN, rupture, 150b,260v; tumors,298j 

SPLENECTOMY ,249f,300c; indications ,275g 

SPLENOMEGALY,208a 

SPLINTS, 138e 

SPONGES, 137k 

SPOROTRICHOSIS, 192} 

SPREADING FACTOR ,260h 

SPRUE, therapy,150k,203g,204q; tocopherol, 
210m 


SQUILL,288v 
SQUIRRELS, parasites ,129j 
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STAINS & STAINING, 138t,u,168m; bacterial, 
138r ,183q,184t,u; pyridine silver ,203r 

STANNOSULFAZIDE, therapy,153h 

STAPHYLOCOCCI, aureus,170h,183s,192c, 
309b; infections, 146-1,261c,2631; toxoid, 


STATISTICS ,228r ,273j,n,0,279f,1,0,292q,294v, 
295a; sampling,294w; medical ,273g,h 

STARVATION,250n,t 

STERILITY ,162j ,269r ,270p,v,275b; etiol.& 
pathogen.,151b,264h,281m; therapy, 161g, 
202n,208¢g,0 

STERILIZATION, sexual,197g; surgical,150u, 
169r ,299t 

STERN-McCARTHY INSTRUMENT ,3051 

STEROIDS, 133f,136v,240f,27 lw ,272f; 
determ.,133g,189m; eff.,139w; standardization, 
203k 

STEROLS, determ.,136d 

STETHOSCOPES ,282a 


STOMACH, acidity ,195-1,198r; cancer ,196d,200g,h, 


214g,237f,262d,300s; cardiospasm, 1481,196c, 
286v; catheterization in animals,203u; 
dilatation,296w; exam.,195h,295u; extracts, 
278r; foreign bodies 245k; function,215s; 
hernia,301c; innervation,300s; lavage,215n; 
motility 245g; mucosa,190-1; roentg.,295u; 
secretion, 196f£,209u,v; surgery,153u,158t, 
159p, 163e,194n,v,w,195a,h,i,j,k,l,m,n,200g, 
267h,275m; tuberculosis,194-1; tumors,1760; 
volvulus ,181u,194u 

STOMATITIS, aphthous, 193m ,254g; therapy ,216g 

STONEWORKERS,257u 

STOVES ,232s 

STRABISMUS, 266v; therapy,203c,258s 

STREPOGENIN, 135v 

STREPTOCIDE, 184t 

STREPTOCOCCI, antistreptolysin,212i; carriers, 
251n; hemolytic,210i,2510; immunity, 152e; 
infections in animals,243i; metabolism ,249e; 
viridans ,236h 

STREPTOMYCIN, 132f,270d; chem.,133b; determ., 
210c; eff.,187q,212q,236t,280q,281e; metab., 
203i,212k,237e,299j; preparations, 132i; 
standardization,203p; therapy ,182e,232-1, 
274c,305a; --in pediatrics 255m; toxicity, 
212j,259e,262v 

STREPTOTHRICIN, 132f,i 

STRONGY LOIDOSIS ,,244t 

STROPHANTHI, eff.,290i 

STRYCHNINE, standardization,178a,b 

STUDENTS, counseling,172u; health,303p 

STUDENTS, MEDICAL, psychiatry ,220w 

SUCCINIC DEHYDROGENASE, 240b 

SUCCINOXIDASE, 133a,139u 

SUCROSE,291d; bacteria,135t 

SUCTION TUBE,300j 

SUGGESTION ,174a 

SUICIDE ,,199e,284d 

SULFACARBOXYTHIAZOLE,203h 

SULFADIAZINE, eff.,290k; therapy ,167n; 
toxicity ,191w,304g 

SULFAGUANIDINE, therapy, 163f 

SULFANILAMIDO-CYCLOPROPYLTHIAZOLE, 
eff.,212v 

SULFASUXIDINE, 132f,139h, 188f 

SULFATHALIDINE 157g | 

SULFATHIAZOLE, admin.,268e; metab. ,177k; 
phthalyl-,132f; succinyl-,139h 

SULFAZIDES,153h 

SULFHYDRYL COMPOUNDS, 170-1,29 ig 

SULFIDES,211f 

SULFITES,131t,171j 

SULFONAMIDE, 178f,270d,3050; admin. ,165b, 


221r,t; azo-,1830; determ.,1781; eff.,134c, 
151r,t,155m,212v; metabolism ,136r,177k: 
preparations ,254f; therapy, 158k,160) ,216t; 
--in surgery,2960; toxicity ,196b,209¢ ,272a, 
304h 

SULFONES, 189c,1,190n ,211f,216r 

SULFONIUM COMPOUNDS, 210p 

SULFUR DERIVATIVES, 169e,f,220i,),k: 
radioactive, 189d,e,g,h 

SUPPOSITORIES, 154h 

SURGERY ,232k; blood loss,182f; chemical al- 
terations,182g; forensic asp.,256h; history, 
162w,274p; in Great Britain,147r; in infants 
& children,2550,258m; nutrition factor ,181j; 
plastic ,206s,236m ,257n,269v,286q; postopera- 
tive care,142r,153t,159p,201m ,208r,s,u, 
297m; postoperative cpl.,127t,158f,162n,175t, 
2960,297m,s,300d,301c,305h,306f; preoperative 
care,153t,201m ,208r,s,297n; primitive, 198f 

SUTURES, 152v,23 1m ,237f,28 1v,296t ,298p,300j 

SWEAT GLANDS, disorders ,217u; tumors, 
192v 

SWEATING, excessive,160v; in sheep,279n 

SWIMMERS, dermatitis ,191t 

SYCOSIS, diagn.,193e 

SYLNASOL,286m 

SYMPATHECTOMY, indications, 162m ,253-1; 
lumbodorsal,216j 

SYNOSTERNUS, 301q 

SYNOVIAL FLUID,262f 

SYNOVIAL MEMBRANE, 262f; cysts, 193d 

SYPHILIS ,145h,193j; blood cells,307i; cases, 
160p; cpl.& seq.,253e; congenital,202t; 
diagn.,156m; experimental,182t; immunity, 
182t; manifestations, 201d,253e; serodiagn., 
145- a, 164-1,182s, 193s, 203s it 206g, 2750,287m ,3060 
tertiary,193- 1; therapy, 182r, u,202r, 2078, 208k, 
209p,q,211i,214p,215m,252n,256w,257f,g,260s, 
306p,307e - 

SYRINGE-HOLDERS,,267n 

SYRINGES, contamination ,276u 

TAKATA TEST, 164k 

TANNIN, 138t,u 

TANTALUM,300}j 

TAOHOO,219n 

TAPEWORM, 129b,c 

TAPEWORM INFECTION, 186u; experimental, 
130m 

TASTE,288i 

TECHNICIANS, training schools,165u 

TEETH, artificial, 138f; caries ,137t,191a,i,q, 
202m ,220c,232n,280g; cusps,191a; develop- 
ment,137q,2410,242d,e,1,t,255v: dis.,233r; 
--in animals ,242h; extraction,137k,n,p,15ig; 
malocclusion, 137f,190s ,t,241n,p,2420,264k; 
pathol.,138b; pigmentation,289d,e,g; prostheses, 
138k,190v,191b,e,h,1,n,242d; pulp,137f,264d; 
replantation ,242k,q,v; roentg.,191g; root canal, 
243b,c; tumors,137},168c; wounds & injuries, 
190w 


TELANGIECTASIS, 286m 

TEMPE,219q 

TEMPERATURE, BODY ,281h; hypothermia, 
177b 

TENDONS, sheaths ,236g,2980; wounds & injuries, 
274h 

TENON’S CAPSULE, surgery ,285r 

TESTES, cancer, 295t; development ,162u; diagn. 
296u; disease in animals, 238h; extract ,217a; 
syphilis, 209q; tumors, 166k, 305- 1 

TETANUS, 180w; cpl.& seq.,273p; therapy ,200m, 
206r; toxin,177u 

TETANY, etiol.& pathogen.,173i,273p; therapy, 
177q 

TETRACHLOROETHYLENE, toxicity ,288t 
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TETRAHYMENA, 131v 
TETRAZOLES,291b 
TETRYL, toxicity ,188n 
THALAMUS, anat.,283s 
THEMATIC APPERCEPTION TEST ,224s 
THEOPHYLLINE, toxicity,203m 
THERAPEUTICS, 256w ,258q 
THERMOMETERS, 28 th 
THIAMINE, 172c; metabolism,133p; standardi- 
zation, 135u; toxicity,171v,212u 
THIAZOLES,212v; amino- ,250c,u 
THIOCYANATES, 162-1 
THIONYL CHLORIDE,2780 
THIOSULFATES,171j 
THIOURACIL,208m; eff.,139u,290k; therapy, 
253j,262r; toxicity ,250m,251s,2530 
THIOUREA, alpha-naphthyl,211g; determ.,177e; 
eff.,133i,177c,227q,288h 
THIRST ,272) 
THORACIC DUCT, wounds & injuries,168a 
THORAX, abnorm.,302n; circumference changes, 
128n; dis.,154s,u; foreign bodies ,299e; pres- 
sure,272u; reentg.,153m,154v,233h; surgery, 
163m ,215k,237i1,300q,r; tumors,154u; wounds 
& injuries, 155f,181d,259k,300-1,m 
THREONINE, determ.,188m 
THROAT, infections, 146v,173k 
THROMBIN, 137k 
THROMBOANGITIS obliterans,175d,g,i,j 
THROMBOPHLEBITIS,196w,197a; epidemic, 
156d 
THROMBOSIS, 196w; caval,156c,214h; coronary 
160-1,206s,207c; etiol.& pathogen.,162n,197a; 
mesenteric,181t; pulmonary,251i; therapy, 
147a 
THYMONUCLEODEPOLYMERASE,134r 
THYMUS,209t; excision,148q; surgery,300q 
THYROD, calcification,253n; cancer ,209b,288h; 
dis.,291p; eff.drugs,177c,d; eff.removal,227q; 
hyperthyroidism, 149c,157h,158u,195u,208m, 
236e,250c,u,255r ,264r ,298q,299¢; insufficiency, 
250m; pathol.,177c; surgery,153f,275f,296p, 
298q,299s; transplantation,272m; tumors, 
254t 
THYROPROTEIN, eff.,210-1 
TIBIA, wounds & injuries,296-1 
TICKS ,129g,1,m,n,205k 
TIMERS,235e 
TIMIRIAZEV, K.A.,279r 
TIN, therapy, 153h 
TIPPING,179n 
TISSUE,162j; bubble formation,226i,j,m; chem., 
130-1,132s,134w,168m,183c,d,210q,307g; 
culture,187-1,200d,281i1,283v; enzymes,135n; 
extracts,181h; interstitial pressure,152f,g; 
metabolism,131p; pathol.,2110; respiration, 
168i; sections,172i; transplantation ,280h; 
vegetable, 138u 
TITAN YELLOW,189s 
TOMATOES, dis.,129h 
TONGUE, anat. & histol.,211d; cancer,147h; 
cysts ,226f; dis.,206h,241s 
TONSILLITIS, therapy ,286-1 
TOXEMIA, alimentary ,269a,271p,273k 
TOXIN ,1330,136f,152j,203k,231m; antireticular 
cytotoxic serum,201s; cytotoxin,200e; eff., 
17T7u 
—_-. congenital ,286g; diagn., 
176e 
TRACHEA, stricture,273s 
TRACHEOTOMY ,148b 
TRANSAMINASE, 187w 
TRAUMA, blood, 132d 


TREMATODES, 128w,130i,307p 

TREPHINING ,271q; history,271la 

TRIAENOPHORUS,309f 

TRICHINOSIS, epidemiol.& statist.,206q,231f 

TRICHOMONAS, agglutination,129a 

TRIDIONE,203-1 

TRIGONELLINE,131m,134u 

TROMBIDIUM, 186m,n,187c 

TROPICAL MEDICINE, 139e,f,145v,150p,157q, 
~ 206q,243¢,276i; institutes ,259n; research 

stations ,278e 
TROPICS,167b,e 
TRUNCUS ARTERIOSUS,251p 


TRYPANOSOMA cruzi,200g; cult.,212-1; equiperdum, 


212w 

TRYPANOSOMISIS, therapy ,171s,290f 

TRYPSIN, eff.,211s 

TRYPTOPHANE, 133n,152j,188g,194g; defic., 
131n,1340,281m; determ.,131v,188-1; 
eff.,134t 

TSUGTSUGAMUSHI DISEASE, epidemiol.& 
statist.,205k; transmission,187c 

TUBERCLE BACILLI,201r ,269c,3020; 
antigens ,280t; chem.,132v; cult.,203q; 
metabolism 279-1 

TUBERCULIM, autolytic,302m 

TUBERCULOSIS, 154t 204d; allergy,164q; 
avian,302-1; bovine,212p,303m ,308c,p; 
Calmette-Guerin immunization,223b,263w, 
294b,302f,303d,m,u; clinical asp. ,233i; 
cpl.& seq.,305r; diagn.,203q,258r ,3020; 
epidemiol.& statist.,273f,302k,303g,h,s, 
v; in hospital personnel, 302q; in mental 
schools & hospitals,158w,302r; in nurses, 
222q; in soldiers & sailors,166h; in students, 
153u; industrial,253r; miliary,268h; multi- 
ple,302i; nursing,233j; orificialis,192t; 
pathol.,166h,201r; postsanatorium care, 
302h; pregnancy,303g; prev.& control, 
155s,215h,222p,q,233j,274r,302t; primary, 
223a,268t; primary abdominal,153e; 
psychol.asp.,155i,302g,3030; rehabilita- 
tion,215i,233k,250g,303p; roentg.,204b, 
233h; sanatoriums, 142q,143f,231q,303h,1; 
superinfection ,°12p; surveys ,204j,206m, 
215h; therapy, 146b,k,209p,211f,215i, 
232e,f,h,1,250h,256w ,258f,268h,278-1, 
295c,302p,303s; tubercuin reactions,231g, 
308c 


TUBERCULOSIS, PULMONARY, artificial 
pneumothorax,214f; cavitation,301b; cpl.& 
seq.,303a; surg.ther.,215k,237i,268g,0,p,s, 
298v,w,300w,301a,b,302j,k,303a,k; therapy, 
156b,204w ,215j . 

TULAREMIA, allergy,234j; immunity ,184v 

TUMORS,263u; adamantinoma’,241s,242-1; 
adenoma, 146g, 166j,237g,p,249v; angioma, 
1920,213s,236i,285c,286g,2870; chloroma, 
296g; diagn.,305k; ependymoma,206n, 
287p; epidermoid,296f; ctiol.& pathogen., 
164s ,200d,240i; Ewing’s,287t; experimen- 
tal,130m,w,200c,240g; ganglioneuroma, 
237n; giant cell,180g,235j,242a; hamartoma, 
285c; hypernephroma,207r; in animals, 
131a,238t,307r; lipoma,274u; lymphoblas- 
toma,193p; lymphoma,207j,263q; melanoma, 
155d,175w,295v; myeloma, 131a,147u,259,j,k; 
myoma,193a; neuroblastoma,241s; neuro- - 
fibroma,192v; neuroma,237n,297u; osteo- 
chondroma, 168e,238t; papilloma,236d,263h; 
pheochromocytoma,296w; polypi,1760; 
teratoma,284w; therapy,240r; transplanta- 
tion,240c,280h,q 

TURNER SIGN,139k 
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TWINS, 140m ,213t,253v,293a; dis.,244w; free- 
martin,199a 

TYPHOID, bacilli,281e; carriers,164b; diagn., 
1641,218k,2700; epidemiol.& statist.,253d; 
immunity ,185p,186a,2550; prev.& control, 
184}; therapy, 185r,276g; transmission ,264i; 
vaccine, 185u,203k 

TYPHUS, diagn.,164f,294e; epidemiol.& statist., 
205k; immunity ,201c,294e; therapy ,274d; 
transmission,293q 

TYROSINE, determ.,188-1; eff.,134b; metabolism, 
134m 

TYROTHRICIN,211i; admin.,2100 

UDDERS, dis.,308s; infl.,309b 

ULCER, therapy,153h,241d; tropical,252u,276r 

ULNA,265v 

ULTRAVIOLET RAYS,131q,169w; eff.,187t; 
innur .eff.,271n; lamps, 164k 

UMBILICAL CORD, extract ,217b 

UMBILICUS, 181g 

UNDULANT FEVER, diagn.,158q 

U.S. War Department,199k 

UNIVERSITIES, Basel,136m; history,198b; war 
measures ,279j 

URACIL, eff.,170s 

URANIUM, determ.,281g 

URANIUM NITRATE, toxicity ,290t 

UREASE, 132k 

UREIDES,1310 

UREMIA, cpl.& seq.,273p 

URETERS, abnorm.,236c,305c; calculi,273t, 
306b; cancer ,305e; ectopic,305c; stenosis, 
215u; surgery,296q; tumors,236d; wounds 
& injuries ,304h,306b 

URETHANE,245g 

URETHRA, abnorm.,306g; infl.,146m,0,176m; 
stricture,306e; surgery,158d 

URIC ACID, 135v 

URINARY TRACT, abnorm.,236c,306g; calculi, 
258i,1,305n; calculi, in Negroes,151d; 
dis.,141t; drainage,304u; infections ,253t, 
262d; surgery,127t,304w 

URINATION ,254a; incontinence,164m,227v, 
259s ,304v 

URINE, calcium,258-1; chem.,133h,188d, 
190b; cholanol,135r; eff.,129k,178s; 
glucuronic acid,190i; lyophilization, 
281n; peptides,135d; phenols, 132e,f; 
pigments ,188r; piperidine,176w; ribo- 
flavin,1880; steroids,174n,189m ,,282u; 
streptomycin,210c; suppression,262k, 
304g; thioura,177e 

UROLOGY ,208s,2150,3040; diagn.,159t; 
history ,306j; postwar ,304c 

URTICARIA, etiol.& pathogen.,257b; 
therapy ,261ir 

UTERUS, abnorm.,141s,213e; bacteriol., 
197g; cancer ,196s,259b,267n,275s,299i,k,1; 
curettage,250u; dis.,197d; displacement, 
197j,p; excision,141u,273u; hydatiform 
mole,274t; mucosa,197f; pharmacol., 
288s; tuberculosis,213d; tumors,153n; 

UVEA, dis.,287b 

V335, 190n 

VACCINE, 184c,185t,u,231m; combined, 186a; 
purification ,255b 

VACCINE THERAPY ,155c 

VAGINA, artificial,237a; diagnosis ,259b, 
275s,299k,1; hemorrhage,205c; phySiol., 
280h; secretion,249t; surgery,254a 

VAGITUS UTERINUS,276k 

VALINE, 134q 

VAPORIZERS, 280-1 

VARICOSE VEINS,2050,253w,298r; therapy, 
241d,256a 


VASOMOTOR SYSTEM, eff.drugs,271w; spasm, 
167t; surgery,270i 

VEINS ,277u; abnorm.,287v; cardiac,181a; ob- 
struction,152g; ophthalmic,175t; patency, 
253w,298r; pulmonary,287v 

VELSICOL,220d 

VENAE CAVAE, obstruction,214g 

VENEREAL DISEASE,165-1; epidemiol.& 
statist.,170p,274i,306t; in armed forces 
personnel,306n; prev.& control,146h, 
165t,233b,2830;--in Russia,271f 

VENOMS ,239-1,257b,278q 

VENTILATION ,233w,294j 

VENTRICULIN,172m 

VERRUCA,193j 

VERTIGO, aural,203b,213k 

VESALIUS, Andreas,197t,198w 

VETERANS, in Russia,271i; medical service, 
153n,206q,243q,261a; neuropsychiatry,166r 

VETERINARY MEDICINE, 237t,308b,c; 
large animals,308f; military ,238b; 
small animals,308i 

VIRUSES, 213r ,2470,260b,d,e,288-1; chem., 
210t,260i; cult.,212c; dis.,150r,151-1, 
152d,j,156p,186j; dis.in animals,211s, 
278g; dis. in plants,129h,i,169j; disin- 
fection,260g; immunity ,240d,2470; nomen- 
clature,172n 

VISCERA, transposition,296u 

VISION, acuity,279j; defects ,147n,292n; 
physiol. ,204r; psychol.,292b; stereoscopic, 
292m; tests,223u,285t,u,292c 

VITAL CAPACITY,300p; tests ,272c 

VITAL STATISTICS ,144m,273j,n,o; birthrate, 
294v; in Madrid,230d; in Spain,230u; in 
Utah,230w; morbidity ,146v,231v,247v; 
mortality ,231s,w 

VITALLIUM, 180w 

VITAMINES, 129c ,215b,232b,243n,244-1,273w,279-1, 
281t,306s; A, 134s,172j,188p,190d,e,f,g,249m, 
264g,288k; antistiffness,132h; antivitamins, 
177q; B, 133w,134c,139i,149m,150k,155s,170b, 
172m,177g,q,186q,187s,190c 203g ,204q,210f,¢,j, 
S,W,211-1,246f,266m,290t; D,177q,209n,264¢; 

- E,188f,210m,240e,264¢,291e; fat-soluble ,264¢; 

K,136c,252t,275a; standardization,278w 

VOICE, dental factor ,242m; disorders ,266t 

VOLUTIN,279r 

VOMITING ,245d; therapy,214n 

VOORHEES BAG, 154d 

VULVA, cancer ,237k; edema,253v 

VULVOVAGINITIS, herpetic ,211a 

WALKER, Mary E.,156u 

WALKER INDEX, 183k 

WAR, diseases, 165-1,166h,195e,263v,303h; 
nutrition & food supply, 145t,155w,206-1, 
215c,234f,250n,q,2570; prisoners,154-1, 
155w,194q,199e,201d,257j ,274i1,277e,0,q, 
289-1,m,292v; psychol.& psychiatric asp., 
292v,293d; psychological warfare,277h,k; 
public health asp.,157q,166q,257m; social 
asp.,271f 

WASSERMANN REACTION,3060 

WATER, 136p; chlorination,301k; exafh.,149a, 
294m; metabolism ,136i,155q,202-1,297s; 
mineral,162e; supply, 165m,217t,232u, 
294-1 

WAX, bacterial,132v 

WELDING, 287d 

WERNICKE’S DISEASE,262w 282g 

WHEAT ,130a; bacteriol.,168n 

WHOOPING COUGH, allergy,225u,v; therapy, 
256w; vaccine,233t,265t 

WILLIS, Thomas,265h 

WISEMAN, Richard,265k 
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WOLFE TECHNIC,300h 
WOLFFIAN BODY, 187j 
WOMEN, 144-1,n 

WOOD,2190; hydrolyzates,131s 
WORK, physiol. ,272d 


WORKMEN’S COMPENSATION , 151i,204k, 


248t 271g 
WORTH-BLACK AMBLYOSCOPE,277b 
WOUNDED. transportation, 167s 
WOUNDS, bacteriol..259q,268e; closure, 
296t,298p: cpl.& seq.,153v; healing, 
181h,237d,299q; therapy ,149v,259p,q, 
296n,298p 


WRIST, roentg.,295r; wounds & injuries, 
160i 

XANTHOMA,2130 

XANTHOMATOSIS , 157j,200r 

XANTHOPHYLL, 188f 

YEASTS, 131s,168q,169a,183v,280s,281r: 
chem.,133w,188s,280j; metabolism, 
131e,135s,188d,p 

YELLOW FEVER, epidemiol.& statist.,301t 

ZINC oleate,2890; therapy ,256w 

ZORULA of Zinn,285u,v 
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PB1676 

METHODS used by Hoffman-La Roche Company 
of Grenzach, Germany, 1922-1942. 688p. (Text 
in German). Photostat $46.00; Microfilm $7.00 


PB1682 

PHARMACOLOGY on all compounds tested by 
1.G.Farben, Hochst, from December 20, 1939 to 
May, 1944. Photostat $54.00; Microfilm $8.00 


PB1683 
LG.FARBENINDUSTRIE Aktiengesellschaft, 





Wuppertal-Elberfeld, 1940-1945. 460p. (Text in 
German). Photostat $31.00; Microfilm $.500 
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PB1684 

SIX GROUPS of pamphlets on German medi- 
cine. Dec. 1945. 1430p. Photostat $143.00; 
Microfilm $6.00 


PB1685 

CURARE, obtained from laboratory of Prof. 
Heinrich Wieland, University of Munich. Photo- 
stat $15.00; Microfilm $2.50 


PB1686 

SPECIAL reel for Capt. Eley, for chemical 
warfare. 1942. 426p. (Text in German). Photo- 
stat $29.00; Microfilm $4.50 


PB1687 
SILICOSIS. 1934-1942. 324p. (Text in Ger- 
man). Photostat $22.00; Microfilm $3.50 


PB1688 

HALLERVORDEN, J.,and others. Various 
medical articles, 1945. 1709p. Photostat $114.00 
Microfilm $17.50 


PB1689 

ROSE,G. The problem of the role of the house- 
fly in the transmission of bacillary dysentery. 
Photostat $2.00; Microfilm $.50 
PB1693 

REICH,H. Die Infektion und Regeneration des 
frischen Knochenbruches unter besonderer Bertick- 
sichtigung der Marknagelung nach Ktintscher. 104p. 
Photostat $7.00; Microfilm $1.50 


PB1694. 
MISCELLANEOUS medical reprints. 1937-1944. 


(Text inGerman). 1036p. Photostat $30.00; Micro- 
film $13.50 


PB1696 

REPRINTS and original articles, Medical Facul- 
ty, University of Tibingen. 1940-1944. 360p. (Text 
in German). Photostat $24.00; Microfilm $4.00 


PB1698 
MISCELLANEOUS German scientific and medi- 


cal documents. 1945. 771p. Photostats $52.00; 
Microfilm $8.00 


PB1701 

PHARMACEUTICALS and insecticides at I.G. 
Farben plants Elberfeld and Leverkusen. Docu- 
ments 1-12. 1925-1944. 1171p. (Text in German) 
Photostat $79.00; Microfilm $12.00 


PB1702 

1.G.FARBEN reports from the Division of ex- 
perimental pathology and bacteriology, Leverkusen. 
1944, 416p. Photostats $28.00; Microfilm $4.50 


PB1703 
MISCELLANEOUS German medical articles. 


1943. 716p. (Text in German). Photostat $48.00; 
Microfilm $7.50 


PB1704 

MEDICAL documents, reprints and books in 
microfilm (Microfilms PB1686 through PB1703). 
4lp. Photostat $3.00; Microfilm $.50 


PB1706 

REPRINTS from the Kaiser Wilhelm Institut 
fir Arbeitsphysiologie dealing with industrial 
physiology and industrial medicine. Photostat 
$64.00; Microfilm $8.00 


PB1707 

DOCUMENTS removed frem the chemical re- 
search laboratory of Doctor Bottcher, Kronach, 
Bavaria. Photostat $7.0®; Microfilm $1.00 


PB1708 
1.G.FARBEN test data on antimalarials. 
Photostat $44.00; Microfilm $6.50 


PB1711 

DOCUMENTS from I.G.Farbenindustrie, El- 
berfeld and Hechst dealing witl. research work and 
technical processes. Documents 15-26, 1937- 
1944, 1082p, (Text inGerman) Photostat $73.00; 
Microfilm $11.00 


PB1714 

DOCUMENTS from I.G.Farbenindustrie, El- 
berfeld and Hochst dealing with research work and 
technical processes. 1937-1945. 652p. (Text in 
German). Phetostat $44.00; Microfilm $7.00 


PB1716 

DATA on antimalarial compounds and insecti- 
cides from I.G.Farbenindustrie, Elberfeld, Ger- 
many. 986p. Photostat $66.00; Microfilm $10.00 


PB1717 

GAUDLITZ, K.(?) Experiments with derivatives 
of oxyphenyl-ethanol-methyl-amines. 59p. Photo- 
stat $4.00; Microfilm $1.00 


PB1718 

RICE,J.B. Tropical medicine and other medical 
subjects in Germany. CIOS Item 24. aaa Photo- 
stat $2.00; Microfilm $.50 


PB1719 

KEHOE,R.A. Report ef investigation of targets 
concerned with industrial medicine, hygiene and 
toxicology in German areas occupied by American 
and British troops. 56p. Photostat $4.00; Micro- 
film $1.60 


PB1721 

REPORT on sulfonamides and sulfone com- 
pounds, II; by 1.G.Farbenindustrie plant, Elberfeld, 
Germany. 252p. Photostat $17.00; Microfilm, 
$3.00 


PB1779 

HARRIS,J.McA.,Jr. C.A.F.T.assessments in 
12th Army Group Area. Intelligence Division Re- 
port Ne. 3933. 12p. Photostat $1.00; Microfilm, 
$.50 


PB1785 

McCARTHY,C.L. Venereal disease control 
office fer Thuringia. CIOS Target No.24/236 
Medical. 23p. Photostat $2.00; Microfilm $.50 


PB1786 

ZOLLINGER,R.M., REYNOLDS,F.H.K., JEFF- 
COTT,G.F., SCHLUMBERGER,H. Medical, den- 
tal and veterinary education and practice in Ger- 
many as reflected by the universities of Leipzig, 
Jena, Halle and Erlangen. CIOS Target Nos.24/ 
141,24/136,24/122,24/113 Medical. Photostat 
$1.00; Microfilm $.50 


PB1789 

VOLWILER,E.H. Inyestigations by Professor 
Kuhn, Kaiser Wilhelm Institut ftir medizinische 
Forschung. CIOS Target No. 24/17 (a) Medical. 





Photostat $1.00; Microfilm $.50. 15p. 
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PB1858 . 

PROBLEME der Galenischen Pharmazie; 
University of Jena. 119p. Photostat $8.00; 
Microfilm $1.50 


PB1859 

MARRIOTT,H.L,., LEIGHTY,J.A., MEYER,A.E. 
Medical and pharmaceutical targets in northern 
Germany and Holland. CIOS Black List Item 24, 
Medical. 199p. Photostat $14.00; Microfilm 
$2.00 


PB2042 

BARBER,H.J. Dutch scientific institutions in Ut- 
recht and Amsterdam. Photostat $2.00; Microfilm, 
$.50 


PB2043 

DIXON,T.F., MANN,J.T.W. E.Merck, Darm- 
stadt works, Ludwigshafen and Oppau. Photostat 
$2.00; Microfilm $.50 


PB2044 


BROWN,M.H. C.¥F.Boehringer & Soehne G.M.B.H. 


Mannheim-Waldhof. Photostat $3.00; Microfilm 
$.50 


PB2045 

SIMONS,H. The importance of the thedan blue 
method for tropical medicine, together with instruc- 
tions for its use. Photostat $2.00; Microfilm $.50 


PB2046 

SCHLEEDE,A. The creation of five granular 
luminophores. (Text in German) Photostat $1.00; 
Microfilm $.50 


PB2047 

WEIR,H.M. The oxo process for alcohol manu- 
facture from olefins. 8p. Photostat $2.00; Micro- 
film $.50 


PB2442 
PATENTS of Georg Henning company from 1930- 
1941. 296p. Photostat $20.00; Microfilm $3.00 


PB2445 

PATENTS. 1.G.Farbenindustrie A.G.,Frankfurt 
am Main, Hochst. 1936-1944. 543p. Photostat 
$37.00; Microfilm $5.50 


PB2446 

PICTORIAL report on various aspects of Ger- 
man medical activity. 120p.,illus. Photostat $8.00 
Microfilm $1.50 


PB2447 

METHODS, processes and patents of I.G.Farben- 
industrie, Werk Elberfeld. 1930, 1937-45. 271p. 
(Text in German) Photostat $19.00; Microfilm 
$3.00 


PB2448 

REPORT on German plants making surgical 
dressings and prostheses. 86p. Photostat $6.00; 
Microfilm $1.00 


PB2449 

FOUR CATALOGS of the Wilhelm Julius Teufel 
Company of Stuttgart, Germany, manufacturers of 
prostheses and surgical dressings. 209p. Photo- 
stat $14.00; Microfilm $2.50 


PB2452 
EUSTIS,W. Manufacture of sutures and liga- 


tures at Dr.Hammer Co., Hamburg. 6p. Photostat 
$1.00; Microfilm $.50 


PB2454 

EUSTIS,W. Manufacture of pressure sensitive 
adhesives and allied products at P.Beiersdrof and 
company,A.G. 11p. Photostat $1.00; Microfilm 
$ .50 


PB2455 

EUSTIS,W. Manufacture of sanitary napkins and 
allied products at Camelia works, Vereinigte Pa- 
pierwerke, Nirnburg. 1945. 1lp. Photostat $1.00 
Microfilm $.50 


PB2456 ‘ 

EUSTIS,W. Manufacture of sanitary napkins and 
surgical dressings at Munchener Verbanstoff Fabrik 
Aubry, Munich. 5p. Photostat $1.00; Microfilm 
$.50 


PB2457 

EUSTIS,W. Manufacture of adhesive surgical 
dressings at Sander Chemical and Pharmaceutic- 
al Ges.M.B.H.,Munich. 1945. 5p: Photostat $1.00 
Microfilm $.50 


PB2459 

EUSTIS,W. Manufacturing of surgical adhesive 
and dressing and artificial limbs by Julius Teufel 
company, Stuttgart. 1945. 8p. Photostat $1.00 
Microfilm $ .50 


PB2460 

EUSTIS,W. Manufacture of surgical dressings 
and allied products at Paul Hartmann Company, 
Heidenheim. 1945. 19p. Photostat $2.00; Micro- 
film $.50 


PB2961 
BEAVER,W.C. German medical kit for air- 
planes. Photostat $1.00; Microfilm $.50 


PB3429 

PAVCEK,P.L. Institut ftir Luftfahrtmedizin, 
Hamburg. 1945. ip. Photostat $1.00: Microfilm, 
$.50 


PB3430 

PAVCEK,P.L. Institut ftir Schiffs- und Tropen- 
krankheit, Hamburg. 1946. 1p. Photostat $1.00; 
Microfilm $.50 


PB3871 
SMITH,J.F. Nature and uses of textile auxili- 
aries made by Chemische Fabrik Peersee G.M.B.H. 


Augsburg. 1945. 3p. Photostat $1.Q0; Microfilm 
$.50 : 


PB3872 

EUSTIS,W. Manufacture of surgical dressings 
and allied products at Paul Hartmann company, 
Heidenheim. 1945. 9p. Photostat $1.00; Micro- 
film $.50 


PB3887 
SMITH,J.F. Records of work on wool-type ace- 


tate staple fiber. 1945. 3p. Photostat $1.00; Mi- 
crofilm $.50 


PB4033 
GILMAN,A.Z. The effect of BAL on systemic 


cadmium poisoning. 1945. Photostat $2.00; Mi- 
crofilm $.50 
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PB4036 

PHILIPS,F.S., GILMAN,A.Z., St. JOHN,E. 
Studies on the pharmacology of DDT [2,2 bis- 
parachlorophenyl-1,1,1 trichloroethane] III; 
the treatment of acute DDT intoxication in ex- 
perimental animals. 1945. 15p. Photostat 
$1.00; Microfilm $.50 


PB4037 

PHILIPS,F.S., GILMAN,A.Z., CRESCITELLI, 
F.N. Studies on the pharmacology of DDT (2,2 bis- 
parachlorophenyl-1,1,1 trichloroethane}II; the sen- 
sitization of the myocardium to sympathetic sti- 
mulation during acute DDT intoxication. 1945. 
15p. Photostat $1.00; Microfilm $.50 


PB4038 

PHILIPS,F.S., GILMAN,A.Z. Studies on the 
pharmacology of DDT (2,2 bis-parachlorophenyl-1, 
1,1 trichloroethane]I; the acute toxicity of DDT fol- 
lowing intravenous injection in mammals. 1945. 
14p. Photostat $1.00; Microfilm $.50 


PB4039 

GALDSTON,M., LUETSCHER,J.A., LONGCOPE, 
W.T. A study of the residual effects of phosgene 
poisoning in human subjects. 1945. 82p. Photo- 
stat $6.00; Microfilm $1.00 


PB4040 

EPSTEIN,J., SOBER,H.A. Determination of 
chlorides; III. An electrometric method for determi- 
nation of chlorides in small quantities of blood se- 
tum. 1945. 9p. Photostat $1.00; Microfilm $.50 


PB4041 

EPSTEIN,J. Determination of chlorides,I. 
Alcohol-water mixture as a medium for the micro- 
potentiometric determination of chloride ion with 
silver nitrate. 1945. 8p. Photostat $1.00; Mi- 
crofilm $.50 


PB4042 

SOBER,H.A., McGRATH,F.P., ALEXANDER,E.L. 
EPSTEIN,J., LIFLAND,J.E. Determination of 
chlorides;I. A comparison of methods for the deter- 
mination of small amounts of chloride. 1945. 16p. 
Photostat $2.00; Microfilm $.50 


PB4043 

BODENSTEIN,D. The locus of action of DDT in 
flies (Drosophila). 1945. 13p. Photostat $1.00; 
Microfilm $.50 


PB4044 

McNAMARA,B.P, Systemic thallium poisoning; 
a review of the literature. 1944. 14p. Photostat 
$1.00; Microfilm $.50 
PB4045 

PHILIPS,F.S. A review of the biological pro- 
perties and insecticidal applications of DDT. 1944. 
3lp. Photostat $3.00; Microfilm $.50 


PB4046 

KOELLE,G.B, Systemic phosphorus poisoning; 
a review of the literature. 1944. 20p. Photostat, 
$2.00; Microfilm $.50 


PB4197 
THOMSON,J.F., GOLDWASSER,E., SAVIT,J. 
Tests for decontamination of lewisite on human 


skin. OSRD Report No.3510. Photostat $4.00; 
Microfilm $.50 








PB4230 

BALL,E.G., STOTZ,E.W., McKEE,R.W., ORMS- 
BEE,R.A., MARSTON,E.L. A study of the compo- 
sition of the blood and urine of rabbits and rats as 
affected by the administration of H. 1944. Photo- 
stat $1.00; Microfilm $.50 


PB4232 

SALZBERG,P.L., LAZIER,W.A., PEPPEL,W.J. 
Non-irritant protective ointments. 1944. 18p. 
Photostat $1.00; Microfilm $.50 


PB4283 

ALEXANDER,L. Public mental health prac- 
tices in Germany; sterilization and execution of 
patients suffering from nervous or mental dis- 
ease. 1945, 176p. (Text of documents in German) 
Photostat $12.00; Microfilm $2.00 


PB4284 

McCARTHY,C.L. Medical Faculty of the Fried- 
rich Schiller University, Jena. 1945. 40p. Photo- 
stat $3.00; Microfilm $.50 


PB4286 


ALEXANDER,L. German military neuropsychi-, 


atry and neurosurgery. 140p. Photostat $10.00; 
Microfilm $1.50 


PB4331 

DUKE-ELDER, DAGGETT,D.W., ELEY,R.C., 
PERSONS,E.L. Investigation of certain German 
medical schools. 1945. 111p. Photostat $8.00; 
Microfilm $1.50 


PB4340 

VORWALD,A.J. Aviation medicine, general 
medicine, chemical warfare at the University of 
G&ttingen. 1945. 47p. Photostat $4.00; Micro- 
film $.50 


PB4509 

ROSE,E.L,, WEAVER,A.B, German training 
matches. 1944. 7p.,photos. Photostat $1.00; 
Microfilm $.50 


PB4510 

ROSE,E.L., WEAVER,A.B. German alkaline 
eye salve for gas casualties. 1944. 6p.,photos. 
Photostat $1.00; Microfilm $.50 


PB4926 

WEST,A.L. Decontamination of canvas medi- 
cal corps litters. 1945. 16p. Photostat $2.00; 
Microfilm $.50 


PB5102 
LIBET,B. Tests on footgear for trench foot. 
1945. 29p. Photostat $2.00; Microfilm $.50 


PB5109 

FULTON,G.P. Thermal insulation tests of 
double wool pile. 1945. 7p. Photostat $1.00; 
Microfilm $ .50 


PB5110 

PINSON,E.A. Dark adaptation in Army Air 
Corps pilots. 1941. 4p. Photostat $1.00; Mi- 
crofilm $.50 


PB5111 
DILL,D.B. Effects on pilots of high centrifu- & 

gal forces. 1941. 6p. Photostat $1.00; Micro- 

film $.50 
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PB5112 

BENSON,O.O.,Jr. Effect of centrifugal force 
on posture, vision, and consciousness. 1941. 
4p. Photostat $1.00; Microfilm $.50 


PB5113 
HEIM,J.W. Occurrence of aero embolism. 
1941. 5p. Photostat $1.00; Microfilm $.50 


PB5114 
DILL,D.B. Aero embolism. 1941. 3p. 
Photostat $1.00; Microfilm $.50 


PB5115 

SMITH,P.K. The susceptibility of flight person- 
nel to aero embolism. 1941. 6p. Photostat $1.00; 
Microfilm $.50 


PB5117 ' 

PINSON,E.A. Dark adaptation in Army Air 
Corps personnel. 1941. 14p. Photostat $1.00; 
Microfilm $.50 


PB5136 

SMALLER,D., KENNEDY,M.M. Pre-selection 
test for susceptibility to aero embolism. 1943. 
14p. Photostat $1.00; Microfilm $.50 


PB5137 

SWEENEY,H.M, Explosive decompression: 
human subjects. 1944. 6p. Photostat $1.00; 
Microfilm $.50 


PB5141 
DILL,D.B. Aero embolism. 1943. 24p. Photo- 
stat $2.00: Microfilm $.50 


PB5142 
HALL,F.G. Aero embolism. 1942. 5p. Photo- 
stat $1.00; Microfilm $.50 


PB5144 

MAISON,G.L., MAASKE,C.A., MARTIN,E.E. 
Description of the Materiel Command human cen- 
trifuge, techniques employed therewith and results 
of studies on normal G tolerance of human sub- 
jects. 20p. Photostat $2.00; Microfilm $.50 


PB5157 

SPEERT,H. Salt and water requirements in hot 
weather. Nov.1942. 41p. Photostat $3.00; Micro- 
film $.50 


PB5165 

HICKAM,J.B. Experimental studies of wounds 
made by standard U.S. ammunition. 1944, 66p. 
Photostat $5.00; Microfilm $1.00 


PB5166 

HICKAM, J.B. Wounding effect of the German 
20mm HE shell. 1944. 56p. Photostat $4.00; Mi- 
crofilm $1.00 


PB5171 
RESCH,J.A. Aero embolism. 1942. 6p. Photo 
stat $1.00; Microfilm $.50 


PB5491 

HOGEBOOM,G.H., McMASTER,P.D., SULZ- 
BERGER,M.B., BAER,R.L., KANOF,A. I.The ne- 
crotizing action of certain substances related to 
must@fd gas, H, or to the nitrogen mustard. II. 
A comparison of the vesicant action exerted on 
human skin by mustard gas, H, and by mixtures of 
H with wetting agents or solvents, to March 1,1945 


29p. Photostat $2.00; Microfilm $.50 


PB5492 

McMASTER,P.D., HOGEBOOM,G.H., SULZ- 
BERGER,M.B., BAER,R.L., KANOF,A. The de- 
velopment of methods for testing the abilities of 
agents to combat the effects of mustard gas, H, 

and other vesicants upon the skin, to February 1945 
43p. Photostat $3.00; Microfilm $.50 


PB54$3 

McMASTER,P.D., HOGEBOOM,G.H., SULZBER- 
GER,M.B., BAER,R.L., KANOF,A. A search for 
idecontaminating and treatment agents for skin ex- 
posed to mustard gas, H, to March, 1945. 60p. 
Photostat $4.00; Microfilm $1.00 


PB5494 

SALZBERG,P.L., LAZIER,W.A., RIGBY,G.W., 
WORTZ,C.G. Protective and therapeutic agents for 
war gases; solution of BAL, to January 1, 1945. 
92p. Photostat $7.00; Microfilm $1.00 


PB5520 

ELBERG,S., EDWARDS,E.P., SWANSON,R.W. 
A selective medium for the isolation of Brucella 
suis. 1945. 6p. Photostat $1.00; Microfilm $.50 


PB5569 

HUTCHENS,J.O., McLEAN,F.C., GEILING,E. 
M.K. Report on constant flow micro apparatus for 
exposure of mice to volatile toxic agents under con- 
trolled conditions. to May 1942. 19p. Photostat, 
$2.00; Microfilm $.50 


PB5576 

BARTLETT,P.D. The production of lewisite 
by the mercuric chloride process; investigation of 
the effects of impurities in arsenic trichloride. 
Report to Nov.15,1942. 13p. Photostat $1.00; 
Microfilm $.50 


PB5593 

GEILING,E.M.K., McLEAN,F.C., LIPTON,M.A. 
ROTANIU,G.J. Report on a new apparatus for ex- 
posure of small animals to volatile toxic agents 
(Menesh machine) to August 26, 1942. 22p. Photo- 
stat $2.00; Microfilm $.50 


PB5864 

COHEN,B., HARRIS,J., VAN ARTSDALEN,E.R. 
PERKINS,M.E. Final report under Contract OEM 
sr-532 (and summarization of NDRC work, Johns 
Hopkins University School of Medicine). 1945. 
22p. Photostat $2.00; Microfilm $.50 


PB5871 

McMASTER,P.D., HOGEBOOM,G.H. Changes 
in the circulation and in the permeability of vessels 
within and about mustard gas and lewisite lesions 
of rabbit skin, to April 1945. soe ti Photostat 
$4.00; Microfilm $50 


PB5873 

CORI,C.F., and others. Effects of methyl] fluoro 
acetate on isolated tissues and enzyme systems,to 
March 20, 1945. 32p. Photostat $3.00; Microfilm 
$.50 


PB5874 

CORI,C.F., COLOWICK,S.P., BERGER,L., 
SLEIN,M.W. Effects of bis(beta-chloroethyl)sul- 
fide (H) and bis(beta.chloroethyl)methylamine(HN2) 
on enzymes in vitro and in vivo, to February 28, 





1945. 41p. Photostat $3.00; Microfilm $.50 
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PB5875 film $1.60 
SMITH,H.W., JAGER,V.B., KARNOFSKY,D.A. 
The comparative systemic effects of mustard and PB5930 


the nitrogen mustards (HN1, HN2, HN3) in rats, 
to May 1, 1945. 20p. Photostat $2.00; Micro- 
film $.50 


PB5876 

RENSHAW,B. Observations on the role of water~ 
in the susceptibility of human skin to vesicant va- 
pors, to April 12, 1945. 36p. Photostat $3.00; Mi- 
crofilm $.50 


PB5877 

McMASTER,P.D., HOGEBOOM,G., SULZBERGER 
M.B., BAER,R.L., KANOF,A. The inhibition of ves- 
iculation in mustard gas, H, lesions of human skin by 
BAL, to March 1945. 33p. Photostat $3.00; Micro- 
film $.50 


PB5881 

BORGMANN,M., FRUTON,J.S., NAGY,S.M., 
STEIN,W.H. The penetration of vesicant vapors in- 
to human skin (Suppl].OSRD Rep.4855) to May 15, 
1945. 7p. Photostat $1.00, Microfilm $.50 


PB5882 

.BORGMANN,M., and others. The penetration of 
vesicant vapors into human skin. 1945. 41p. 
Photostat $3.00; Microfilm $.50 


PB5900 

PRICE,C.C., WIESE,A.C., VELSEN, B. H. 
An evaluation of the use of adsorbents in analysis 
for antimalarial drugs, to February 28, 1945. 
16p. Photostat $2.00; Microfilm $.50 


PB5902 

ROTARIU,G.J., COON,J.M., LUSHBAUGH,C.C. 
GEILING,E.M.K., CANNAN,R.K. The toxicity and 
pathology of phosgene oxime (dichloroformoxime) 
to March 31, 1945. 7p. Photostat $1.00; Micro- 
film $.50 


PB5906 

LUSHBAUGH,C.C., and others. The intrapul- 
monic accumulation and effects on inhaled lubri- 
cating oil and S.G.F. No.1 oil in monkeys, to 
January 8, 1945. 18p. Photostat $2.00; Micro- 
film $.50 


PB5908 

HUTCHENS,J.O., and others. A new chamber 
for the determination of toxicities by total, body, 
or head exposure, to December 12, 1944. 15p. 
Photostat $1.00; Microfilm $.50 


PB5917 

MORITZ,A.R., HENRIQUES,F.C.,Jr. Addition- 
al studies pertaining to the mechanism of cutane- 
ous injury by mustard gas; an experimental study 
using mustard prepared with radioactive sulfur, 
to October 1, 1945. 46p. Photostat $4.00; Mi- 
crofilm $.50 


PB5927 

RENSHAW,B. Summary report on miscellane- 
ous studies to September 1, 1945. 15p. Photo- 
stat $1.00; Microfilm $.50 


PB5929 

SMITH,H.W., CRAWFORD,B., HOUCK,C.R. 
Studies on the cause of death after systemic in- 
toxication with the B-chloroethy] vesicants, to 
March 1, 1944, 97p. Photostat $7.00; Micro- 


HENRIQUES,F.C,, MORITZ,A.R., BREYFOGLE, 
H.S., PATTERSON,L.A. The mechanism of cutane- 
ous injury by mustard gas; an experimental study 
using mustard prepared with radioactive sulfur, 
to November 10, 1943. 1944. 121p. Photostat, 
$9.00; Microfilm $1.50 


PB5934 

HEATON,C.D., TORBOHN,E.W., NOLLER,C.R. 
The preparation for toxicity tests of some ethylene 
and acetylene derivatives, to September 1, 1944. 
40p. Photostat $3.00; Microfilm $.50 


PB5936 

KARNOFSKY,D., GRAEF,I., ADDIS,E. Progress 
report on the clinical pathology of di(B-chloroethy] ) 
-methylamine (TL 146). 1943. 72p. Photostat, 


|$5.00; Microfilm $1.00 


PB5942 

MORITZ,A.R., HENRIQUES,F.C, An experimen- 
tal investigation of the physiological mechanisms 
concerned in the production of casualties by flame 
thrower attack, to October 1, 1945. 27p. Photo- 
stat $2.00; Microfilm $.50 


PB5948 

ANSLOW,W.P.,Jr., HOUCK,C.R., SMITH,H.W, 
Summary report on the systemic pharmacology 
and pathology of the sulfur and nitrogen mustards, 
to October 1, 1945. 15l1p. Microfilm $2.00; 
Photostat $11.00 


PB5952 

SALZBERG,P.L., LAZIER,W.A., FARLOW,M.W. 
PEPPEL,W.J. Protective and therapeutic agents 
for war gases; preparation of new antidotes, to 


June 15, 1943. 1944. 53p. Photostat $4.00; Micro 
film $1.00 


PB5953 
SALZBERG,P.L., LAZIER,W.A., SIGNAIGO,F. 


ses; BAL derivatives and analogs. 1945. 59p. 
Photostat $4.00; Microfilm $1.00 


es PAVLIO,A.A. Therapeutic agents for war 


PB6002 

NORTHROP,J.H. Detection of HS,M-1, ED or 
PDA with trained dogs or rats. 1942. Photostat 
$1.00; Microfilm $.50 


PB6255 

LINTHICUM,E.S. Instructions for first-aid 
treatment of persons injured by chemical warfare 
agents and certain other chemicals. 1930. 22p. 
Photostat $2.00; Microfilm $.50 


PB6261 

WALTON,D.C. The effect of sulfhydryl com- 
pounds on tadpoles poisoned with CH3AsO and with 
HCN. 1931. 18p. Photostat $2.00; Microfilm $.50 


PB6265 
LINTHICUM,E.S., ELDRIDGE,W.A. Toxicity 


of W.P. smoke. 1931. 12p. Photostat $1.00; 
Microfilm $.50 


PB6268 

KOONTZ,A.R., MOULTON,C.H. Avertin narco- 
sis in the treatment of lung edema induced by chem- 
ical irritation. 1931. 33p. Photostat $3.00; Mi- 





crofilm $.50 
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PB6271 
MILLER,G.E. The toxicity of nitrobenzene. 
1932. 6p. Photostat $1.00; Microfilm $.50 


PB6272 
KIBLER,A.L, Lethal and narcotic action. 
May 1932. 15p. Photostat $1.00; Microfilm $.50 


PB6276 

JARMAN,G.N. Vesicant tests on man of pure, 
thiodilycol and Levinstein mustards in the vapor 
phase; unevaporated and 25% evaporated samples. 
1932. 34p. Photostat $3.00; Microfilm $.50 


B6278 
KIBLER,.A.L. The after effects of chloraceto- 
phenone. 1933. 19p. Photostat $2.00; Microfilm, 
$50 


PB6288 

LINTHICUM,E.S. Value of protective ointments 
against mustard vapor and recommendations con- 
cerning future work. 193-. 25p. Photostat $2.00; 
Microfilm $.50 


PB6289 

BOUDER,N.M. Toxicity determinations; mea- 
surement of rates of air flow by orifice meters. 
1941. 27p. Photostat $2.00; Microfilm $.50 


PB6295 

KOONTZ,A.B., WILKES,A;E. The use of Tur- 
key red oil and other agents for the removal of 
liquid mustard from the skin. 1931. 39p. Photo- 
stat $3.00; Microfilm $.50 


PB6307 

KOONTZ,A.R. Pathology of heat and mustard 
burns; a comparison. 1939. 54p. Photostat $4.00 
Microfilm $1.00 


PB6319 

KOONTZ,A.R., MOULTON,C.H. Avertin and 
acacia-glucose solution in the treatment of lung 
edema. 1935. 17p. Photostat $2.00; Microfilm 
$.50 


PB6320 

KOONTZ,A.R., MOULTON,C.H. Avertin and 
salyrgan in the treatment of lung edema induced 
by chemical irritation. 1934. 20p. Photostat 
$2.00; Microfilm $.50 


PB6322 
EHRENFELD,D. Safety regulations for the 


technical divisions. 1934. 33p. Photostat $3.00 
Microfilm $.50 


PB6328 

WHITE,S.A., ARMSTRONG,G.C. White phos- 
phorus smoke; its irritating concentration for man 
and its toxicity for small animals for one-hour ex- 
posures. Mar. 1935. 68p. Photostat $5.00; Mi- 
crofilm $1.00 


PB6336 

ROUILLER,C.A. First aid kit for chemical 
warfare service plants. Final report on Project 
D5,1-1- 1938 

10p. Photostat $1.00; Microfilm $.50 


PB6371 

WELLS,W.J.H.B., MacFARLAN,C.W., WEST- 
ER,R.E, The detection of hydrocyanic acid by 
odor. 1938. 22p. Photostat $2.00; Microfilm 


$.50 


PB6374 

VEDDER,E.B., ARMSTRONG,G.C. The toxi- 
city of sulfur dioxide. 1933. 65p. Photostat 
$4.00; Microfilm $1.00 


PB6520 

KIDD,J.G., LANDSTEINER,K. Induced hyper- 
sensitivity to bis(B-chloroethyl)sulphide and to 
BAL in guinea pigs. Jan.1944. 20p. Photostat 
$2.00; Microfilm $.50 


PB6521 

HAMILTON,J.G., AXELROD,D. Progress re- 
port on determination of the distribution of H and L 
in skin and eye tissues by radio-autographic tech- 
niques. Oct. 1943. 32p. Photostat $3.00; Micro- 
film $.50 


PB6526 

KHARASCH,M.S., WEINHOUSE,S, Peroxides 
suitable for the treatmant of M-1 burns; progress 
report to Feb.24,1943. May 1943. 16p. Photostat 
$2.00; Microfilm $.50 


PB6533 

ORMSBEE,R.A., HENRIQUES,F.C.,Jr., BALL, 
E.G. Progress report on a study of the fixed mus- 
tard in skin tissues. 1943. 14p.° Photostat $1.00; 
Microfilm $.50 


PB6645 

BARBER,H.J. Dutch scientific institutions in 
Utrecht and Amsterdam; mold metabolic products; 
miscellaneous subjects. 1945. 16p. Photostat 
$2.00; Microfilm $.50 


PB6660 

PERRY,R.L. Report on Wilster Genossenschaft 
Meierei, Wilster above Hamburg. 6p. Photostat 
$1.00; Microfilm $.50 


PB6662 

CULLUMBINE,H. Pharmakologisches Institut 
der Friederich-Wilhelms Universitat, Berlin. 
1945. 8p. Photostat $1.00; Microfilm $.50 


PB6663 

DIXON,T.F., MANN,J.T.W. E.Merck, Darmstadt 
works, Ludwigshafen and Oppau. 1945. 26p. Photo 
stat $2.00; Microfilm $.50 


PB6664 

BROWN,M.H. C.F.Boehringer & Sohne G.m.b. 
H., Mannheim-Waldhof. 1945. 31p. Photostat 
$3.00; Microfilm $.50 


PB6666 

DUKE-ELDER, DAGGETT,D.W., ELEY,R.C., 
PERSONS,E.L. BUTSCH,W.L. Investigation of cer- 
tain German medical schools. 1945. 111p. Photo- 
stat $8.00; Microfilm $1.50 


PB6816 

LAZIER,W.Z., SALZBERG,P.L. Progress re- 
port on CMR-NDRC joint project on BAL ointment; 
report on the work of the pharmaceutical and chem- 
ical subcommittee for the period January through 
April, 1943. 1943. 84p. Photostat $6.00; Micro- 
film $1.00 


PB6926 : 
ALLEN,S.C. Pressure breathing. 1943. 25p.. 





Photostat $2.00; Microfilm $.50 
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PB6927 

LOVELACE,W.R.,II, ALLEN,S.C. Parachute 
descent from a pressure altitude of 39,750 feet 
(density altitude, 40,200 feet). 1943. 25p. Photo- 
stat $2.00; Microfilm $.50 


PB6928 ; 

MARBARGER,J.P., PRATT,D.I., RUSSELL,A.D. 
Pressure breathing. 1944. 13p. Photostat $1.00; 
Microfilm $ .50 


PB6929 

LOVELACE,W.R.,Il. Physiology of continuous 
and intermittent positive pressure respiration. 
1944. 5ip. Photostat $4.00; Microfilm $1.00 


PB6936 

RANDALL,F.E., DAMON,A. Anthropometric 
facial survey at Wilberforce University. 1942. 
7p. Photostat $1.00; Microfilm $.50 


PB6937 

DAMON,A. Anthropological survey of Army 
Air Force cadets, 1942. 12p. Photostat $1.00; 
Microfilm $.50 


PB6942 

HALL,J.F.,Jr. Effect of sulfonamides on the 
blood pigments, oxygen and carbon dioxide capa- 
city of dogs and humans. 1942. 19p. Photostat 
$2.00; Microfilm $.50 


PB6943 

HALL,J.F.,Jr. Effects of certain drugs and 
blood loss upon altitude tolerance, 1942. lip. 
Photostat $1.00; Microfilm $.50 


PB6946 

PINSON,E.A. Test for demonstration of the 
effects of anoxia on vision. 1943. 3p. Photo- 
Stat $1.00; Microfilm $.50 


PB6948 

PINSON,E.A., CHAPANIS,A., ROUSE,R.O. Jr. 
The effect of moderate anoxia on contrast sensi- 
tivity at low levels of illumination. 1943. 9p. 
Photostat $1.00; Microfilm $.50 


PB6949 
CHAPANIS,A. The Luckiesh-Moss-Army Air 
Forces anoxia demonstration charts, types AAF-1 


and AAF-2. 1943. 12p. Photostat $1.00; Micro- 
film $.50 


PB6950 

PINSON,E.A., CHAPANIS,A. Tests of dark 
adaptation and night vision; their reliabilities and 
intercorrelations. 1943. 18p. Photostat $2.00; 
Microfilm $.50 


PB6951 
RANDALL,F.E., DAMON,A,. Facial types among 


aviation cadets. Sep.1942. 13p. Photostat $1.00; 
Microfilm $.50 


PB6954 


RANDALL,F.E. Articulated plastic manikin 
Standards. 1943. 26p. Photostat $2.00; Microfilm 


$.50 
PB6959 


BENTON,R.S. Body sizer of pursuit pilots, 
1943. 4p. Photostat $1.00; Microfilm $.50 


PB6962 

BENTON,R.S. Head and face measurements on 
fighter pilots and heavy bombardment crews. 194% 
6p. Photostat $1.00; Microfilm $.50 


PB6963 


BRUES,A.M. Body measurements of AAF flyers } 
(graphic). 1943. 22p. Photostat $2.00; Microfilm 
$ .50 


PB6964 
RANDALL,F.E. Prone position. 1944. 8p. | 
Photostat $1.00; Microfilm $.50 ! 


PB7816 

SHELDON,H.D., McDONALD,G.C. Interrogation 
report concerning studies on effect of high wind 
velocity on human subjects. 1945. 1p. Photostat 
$1.00; Microfilm $.50 


PB7911 

BURTON,A.C. Kaiser Wilhelm Institut fir Ar- 
beitsphysiologie; physiology of exercise and appli- 
cation to industry, particularly mining. 1945. 

38p. Photostat $1.00; Microfilm $.50 


PB7916 

TAYLOR,F.H., COOP,I.E., SMITH,J.A.B. 
Some developments in dairying in Germany. 1945 
33p. Photostat $3.00; Microfilm $.50 


PB7935 

HEPWORTH,H., and others. Pharmacetticals; 
research and manufacture at I.G. Farbenindustrie. 
1945. 273p. Photostat $19.00: Microfilm $3.00 


PB8102 

BRITISH INTELLIGENCE OBJECTIVES SUB- 
COMMITTEE. Summary of reports by Professor 
Dr. med. habil. G. Gaethgens, Kerckhoff Institute, 
Bad Nauheim; (a) experiments on the reduction of 
infant mortality by the use of vitamin K to prevent 
bleeding; (b) current work of the Kerckhoff Insti- 
tute; (c) essays, lectures, publications. 1946. 

ip. Photostat $1.00; Microfilm $.50 


PB8723 

HUDGIN,D.E., VERSOCKI,J.A., SCHLESINGER, 
A. German alkaline eye salve. 1944. 6p. Photo- 
stat $1.00; Microfilm $.50 


PB8724 

VERSOCKI,J.A., SCHLESINGER,A. Liquid for 
first aid for phosphorus burn wounds. (Behand- 
lungsmittel ftir Phosphorbrand Wunden). 1944. 
4p. Photostat $1.00; Microfilm $.50 


PB8800 


SNYDER,H.L. German oxygen therapy set. 1945 
8p. Photostat $1.00; Microfilm $.50 


PB9420 

SILVER,S.D. The relation of time to the dose 
required to produce a given physiological effect. 
Feb.1945. 23p. Photostat $2.00; Microfilm $.50 


PB9421 

WESTON,R.E., TOBIAS,J.M. An apparatus for 
determining retained dose of inhaled toxic gases. 
Jan.1945. 21p. Photostat $2.00; Microfilm $.50 


PB9422 | 

FUHR,I., & KRACKOW,E.H. Median lethal con- 
centrations of H for mice and rats for various ex- 
posure times. Jan.1945. 20p. Photostat $2.00; 





Microfilm $.50 
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PB9423 

LEITCH,J.L., BAUER,V.E. Oral toxicity of 
cyanogen chloride in water to rats. Jan.1945. 
1lp. Photostat $1.00; Microfilm $.50 


PB9424 

BUSWELL,A.M., SANCHIS,J.M., HUDSON,H.E. 
Treatment by distillation of water contaminated with 
chemical warfare agents. Dec.1944. 

62p. Photostat $5.00; Microfilm $1.00 


PB9505 

LAUGHLIN,R.C. Miosis of the pupil as a test 
for water contamination by PF3. 1944. 12p. 
Photostat $1.00; Microfilm $.50 


PB9507 

DUMKE,P.R,, COMROE,J.H.,Jr. The effect of 
the resistance of the gas mask cannister on cardiac 
output in the resting subject. 1944. 7p. Photo- 
stat $1.00; Microfilm $.50 


PB9508 

PHILIPS,F.S., KOELLE,E.S., McNAMARA,B.P. 
ALLEN,R.P. GILMAN,A.Z. The effect of HN3 on 
water and electrolyte balance in dogs. 1944. 27p. 
Photostat $2.00; Microfilm $.50 


PB9509 

HELM,J.D.,Jr., GILMAN,A.Z. Intravenous nitro- 
gen mustard (HN3). 1944. 13p. Photostat $1.00; 
Microfilm $.50 


PB9512 , 

HELM,J.D.,Jr., RASMUSSEN,L.H., WALKER,J. 
Jr. Further service tests of the -headwound gas 
mask (M7-11-9). Nov.1944. 14p. Photostat $1.00 
Microfilm $.50 


PB9513 

DUMKE,P.R. HIMMELFARB,S., WHITTENBER- 
GER,J.L. The effect of the resistance to inspira- 
tion imposed by the combat gas mask cannister on 
the ability of soldiers to do exhaustive work in 
temperate and in simulated tropical conditions. 
Nov.1944. 17p. Photostat $2.00; Microfilm $.50 


PB9514 

DUMKE,P.R., HIMMELFARB,S., WHITTENBER- 
GER,J.L. The effect of one layer and of two layers 
of permeable protective impregnated clothing on 
the ability of soldiers to perform exhaustive work 
under simulated tropical conditions while wearing 


the combat gas mask. 1944. 13p. Photostat $1.00 
Microfilm $.50 


PB9515 
LAUGHLIN,R.C. The incapacity caused by BAL 
ointment in the human eye and its effect on adequate 


irrigation. 1944. 10p. Photostat $1.00; Micro- 
film $.50 


PB9516 

LAUGHLIN,R.C. The therapeutic effect of BAL 
ointment in the eye of rabbits contaminated with 
liquid mustard;compared irrigation with water and 
NDR602 ointment. Nov. 1944. 21p. Photostat $2.00 
Microfilm $.50 


PB9517 
WEXLER,J., WALKER,J.,Jr., GINZLER,A.M. 
Evaluation of alkaline therapy in WP burns. 1945. 
12p. Photostat $1.66; Microfilm $.50 


PRATT,H.J., HORTON,H.J., ZIERLER,J.D. 
Intravenous toxicity of cyanogen chloride and sodium 
cyanide in dogs, goats and rabbits. Mar.1945. 22p. 
Photostat $2.00; Microfilm $.50 


PB9519 
DZIEMIAN,A.J., FERGUSON,R.L., STUBBS,J. 
TOBIAS,J.M. The effects of H in oil applied to the 


skin of dogs. 1945. 14p. Photostat $1.00; Micro- 
film $.50 


PB9521 

MAZUR,A., BODANSKY,O. The mechanismof 
the detoxification of PF3 and related fluorophos- 
phates in the animal organism. 1945. 28p. Photo- 
stat $2.00; Microfilm $.50 


PB9522 

TATUM,H.J., GINZLER,A.M. Effects of in- 
creased intratracheal pressure in normal and CG 
poisoned dogs. Apr.1945. 1lp. Photostat $1.00 
Microfilm $.50 


PB9523 

NICKERSON, M.H., BAUER,V., CLARE, V. 
Sensitivity of mustard and arsenical test papers 
to agents in air and water. 1945. 24p. Photostat 
$2.00; Microfilm $.50 


PB9524 

MAZUR,A., BODANSKY,O. The regeneration of 
cholinesterase activity in PF3 poisoning and the 
effect of injected cholinesterase preparations in 
normal and PF3 poisoned animals. 1945. 34p. 
Photostat $3.00; Microfilm $.50 


PB9525 

MARQUAND,C.B., KETHLEY,T.W. KRIETE,H.A. 
The construction and operation of a gassing cham- 
ber for human tests. June 1945. 41p. Photostat 
$3.00; Microfilm $.50 


PB9526 

KETHLEY,T.W., KRIETE,H.A. A method for 
the determination of cadmium or zinc. 1945. 14p. 
Photostat $1.00; Microfilm $.50 


PB9527 

WILSON,C.E, BYRNE,A.F., HAMMOND,C.W. 
The control of experimental pneumonia with peni- 
cillin. 1945. 18p. Photostat $2.00; Microfilm 
$.50 


PB9528 

TATUM,H.J., HIMMELFARB,S. A comparison 
of the effect of breathing air and 100% oxygen un- 
der atmospheric and increased pressure upon the 
arterial oxygen saturation of CG gassed dogs. 
Aug.1945. 12p. Photostat $1.00; Microfilm $.50 


PB9529 

GINZLER,A.M. Pathologic findings in animals 
s"bjected to flame attack. Aug.1945. 16p. Photo- 
stat $2.00; Microfilm $.50 





PB9530 

DZIEMIAN,A.J. The effects of body gassing 
with H vapor on the carbohydrate metabolism of 
dogs. Dec.1945. 28p. Photostat $2.00; Micro- 
film $.50 


PB9531 

DZIEMIAN,A.J. The effects of the intravenous 
jadministration of H on the carbohydrate metabo- 
lism of dogs. Dec.1945. 21p. Photostat $2.00; 
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Microfilm $.50 


PB9532 

FRINGS,H.W., O’NEAL,B.R. Rejection thres- 
holds for monovalent cation-chlorides for the cock- 
roach, Periplaneta americana (Linn.) 1946. 9p 
Photostat $1.00; Microfilm $.50 


PB9551 

LAUGHLIN,R.C. Determination of the neces- 
sity for wiping liquid blister gas from the eyelids 
before applying BAL ointment in human eyes. 
May 1944. 6p. Photostat $1.00; Microfilm $.50 


PB9552 

LAUGHLIN,R.C. Correlation of eye changes in 
rabbits with CT exposure to H. 1944. 23p. Photo- 
stat $2.00; Microfilm $.50 


PB9553 

NAUDAIN,G.G., MACE,D.L., UDALL,R.H., 
NICKERSON,M.H., LISS,N.I. Use of carcasses of 
goats, contaminated with L for food. 1944. 1ip. 
Photostat $1.00; Microfilm $.50 


PB9554 

MAZUR,A., BODANSKY,O. The mechanism of 
in vivo and in vitro inhibition of cholinesterase 
activity by PF3 in the rabbit, monkey, and man. 
1944. 69p. Photostat $5.00; Microfilm $1.00 


PB9555 

HELM, J.D. ,Jr., RASMUSSEN,L.H., STONE,W. 
Effect of wearing a gas mask upon an individual’s 
ability to run a mile. Jul.1944. 9p. Photostat 
$1.00; Microfilm $.50 


PB9556 
BECKWITH,J.R., HELM,J.D.,Jr. Tolerance of 
men to the service gas mask under varying condi- 


tions. July 1944. 14p. Photostat $1.00; Micro- 
film $.50 


PB9557 
LAUGHLIN,R.C. The therapeutic effectiveness 
of BAL solution against liquid PD, ED, and A&C13 


in eyes of rabbits. 1944. 14p. Photostat $1.00; 
Microfilm $.50 j 


PB9558 

WHITTENBERGER,J.L. The effect of tropical 
heat and humidity on the gas mask and the toler- 
ance of man to the gas mask under such conditions 
July 1944. 13p. Fotostat $1.00; Microfilm $.50 


PB9559 


HELM,J.D.,Jr. Service tests of the head wound 


Bas mask. July 1944. 10p. Photostat $1.00; Mi- 
crofilm $.50 


PB9560 

LAUGHLIN,R.C. The effectiveness of irriga- 
tion of the human eye using the Army canteen. 
1944, 16p. Photostat $2.00; Microfilm $.50 


PB9561 

WEXLER,J., RASMUSSEN,L.H. Evaluation of 
local treatment of H burns. 1944, 15p. Photo- 
stat $1.00; Microfilm $.50 


PB9563 

ZINGARO,F., MCNAMARA,B., HARRISON,A.E. 
GUBERMAN,E. The therapeutic value of an aged 
sample of BAL ointment 15 against liquid lewisite 
contamination of rabbit eyes. 1943. 12p. Photo- 
stat $1.00; Microfilm $.50 


PB9564 

GINZLER,A.M., DAVIS,M.1.J. The pathology 
of mustard burns of human skin. 1943. 46p. 
Photostat $4.00; Microfilm $.50 


PB9565 

MACE,D.L., ZINGARO,F.F., WAGERS,R.P, 
Comparative value of BAL eye solution and BAL 
eye ointment in the treatment of horses eyes ex- 
posed to liquid lewisite. Oct.1943. 17p. Photo- 
stat $2.00; Microfilm $.50 


PB9566 
SHILS,M.E. The use of bismuth oxide (Drag- 
endorff) papers for the detection of nitrogen mus- 


tard. 1943. 2ip. Photostat $2.00; Microfilm 
$.50 


PB9567 
GALDSTON,M. Distributing hose for field oxygen 


therapy. 1943. 15p. Photostat $1.00; Microfilm, 
$ .50 





PB9568 

MACE,D.L., WAGERS,R.P. The decontamination 
of H and L on horses’ skin. 1943. 29p. Photostat 
$1.00; Microfilm $.50 


PB9569 

LAUGHLIN,R.C. The tolerance of human eyes 
injured by mustard vapor for sulfathiazole oint- 
ments. 1944. lip. Photostat $1.00; Microfilm 
$.50 


PB9570 
LAUGHLIN,R.C. Continued exposure of human 


eyes to H vapor. 1944. 9p. Photostat $1.00; Mi- 
crofilm $.50 


PB9572 
DZIEMIAN,A., BOARMAN,B.W. An assessment 
of sodium succinate as a therapeutic agent in phos- 


gene poisoning. 1944. 12p. Photostat $1.00; Mi- 
crofilm $.50 


PB9574 

WAGERS,R.P. Comparative value of BAL eye 
solution and BAL eye ointment in the treatment of 
dogs’ eyes exposed to liquid lewisite. 1944. 13p. 
Photostat $1.00; Microfilm $.50 


PB9575 . 
VENET,L., OCHLEBERG,M.J. A gas casualty 


set for medical units. 16p. Photostat $2.00; Mi- 
crofilm $.50 


PB9576 

LAUGHLIN,R.C. Eye examination of factory 
workers handling H, CN and CG. 1944. Lip. 
Photostat $1.00; Microfilm $.50 


PB9579 

AAF TACTICAL CENTER, Arctic, Desert, and 
Tropics Branch, Orlando, Florida. Notes on trop- 
ical diseases for air forces medical officers; re- 
gional medical studies; general medical bulletins. 


Feb.1946. 285p. Photostat $19.00; Microfilm 
$3.00 


PB10396 


MONRO,R. German anti-gas head casualty hood. 
Nov.1944. 21p. Photostat $2.00; Microfilm $.50 


PB11182 
ALEXANDER,S.F., GINSBURG,T.H. The use of 





isubcutaneous oxygen as the treatment of phosgene 
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poisoning in the rabbit. 1942. 10p. Photostat 
$1.00; Microfilm $.50 


PB11183 

ALEXANDER,S.F., MICHEL,H.O. A study of 
blood viscosity and blood cellular concentrations 
in phosgene poisoning in the rabbit. Mar.1942. 
9p. Photostat $1.00; Microfilm $.50 


PB11184 

ALEXANDER,S.F., GINSBURG,T.H. Intrave- 
nous oxygen therapy of phosgene poisoning; ef- 
fects of intravenous oxygen administration. 1942. 
12p. Photostat $1.00; Microfilm $.50 


PB11185 

JOHNSTON,A.M. Toxicity of mustard on the rat 
following application to the tail. May 1942. 4p. 
Photostat $1.00; Microfilm $.50 


PB11186 

MARQUAND,C.B., McELROY,O.E., KETHLEY, 
T.W., McNAMARA,B.P. The use of beta-gamma- 
dimercapto-propyl alcohol (DTH) in the first aid 
treatment of liquid lewisite burns. May 1942. 
9p. Photostat $1.00; Microfilm $.50 


PB11189 

MARQUAND,C.B., McELROY,O.E., KETHLEY, 
T.W., McCNAMARA,B.P., NEVILLE,G.A. The use 
of hyperol (urea-hydrogen peroxide CO(NH2)2.H2 
Op followed by wet dressings in the first aid 
treatment of liquid lewisite burns of rabbits. 
12p. Photostat $1.00; Microfilm $.50 


PB11190 

SILVERBLATT,E., BROOKS,D.J., GINSBURG, 
T.H. Effect of urinary pH and diet on arsine poi- 
soning. July 1942. 16p. Photostat $2.00; Micro- 
film $.50 


PB11191 

MARQUAND,C.B., McELROY,O.E., KETHLEY, 
T.W., McNAMARA,B.P. The use of hyperol (urea- 
hydrogen peroxide CO(NH2)H2Op in the first aid 
treatment of liquid lewisite burns of rabbits. 
Tuly 1942. 8p. Photostat $1.00; Microfilm $.50 


PB11317 

VIVADELLI,H.E. Anti-gas hood for head wound- 
ed. Aug.1944. 7p. Photostat $1.00; Microfilm 
$.50 


PB11324 

SCHOLZ,R.O. A review of the available toxi-~ 
city data on Rutgers 612. July 1945. 10p. Photo- 
stat $1.00; Microfilm $.50 


PB11326 
SCHOLZ,R.O. Toxicity data on lethane. Jan. 
1946. 10p. Photostat $1.00; Microfilm $.50 


PB11327 

SCHOLZ,R.O. Toxicity data on mixtures of di- 
methyl phthalate, R-612 and indalone. Apr.1944, 
6p. Photostat $1.00; Microfilm $.50 


PB11328 
SCHOLZ,R.O. Toxicity data on indalone. Jan. 
1946. 5p. Photostat $1.00; Microfilm $.50 


PB11329 

SCHOLZ,R.O. Toxicity data on dimethyl phtha- 
late. Jan.1946. 5p. Photostat $1.00; Microfilm 
$.50 


PB11330 

ORMSBEE,R.A. The toxicity of dibutyl phtha- 
late to laboratory animals. June 1945, 2p. 
Photostat $1.00; Microfilm $.50 


PB11331 

SCHOLZ,R.O. Procedures utilized by the Food 
and Drug Administration, Division of Pharmacolo- 
gy, in the study of the toxicity of insect repellents. 
Dec.1945. 4p. Photostat $1.00; Microfilm $.50 


PB11332 

ORMSBEE,R.A. A review of the physiological 
and toxicological action of alpha naphthyl thiourea 
Dec.1944. 12p. Photostat $1.00; Microfilm $.50 


PB11338 

ORMSBEE,R.A. A summary of field reports on 
1080 (sodium fluoroacetate). Dec.1945. 23p. 
Photostat $2.00; Microfilm $.50 


PB11339 
LEITCH,J.L., FELL,R.R., BAUER,V.E. Toxi- 
city of chloracetophenone (CN) and of ethyldichlor- 


14p. Photostat $1.00; Microfilm $.50 


PB11341 

MARQUAND,C.B., and others. Solid oxidizing 
agents, their stability and their theoretical and 
practica’ value against liquid lewisite burns. Dec. 
1942. 41p. Photostat $3.00; Microfilm $.50 


PB11342 

BOWERS,R.V., FERGUSON,R.L., GINSBURG,T. 
H., SHILS,M.E, The effects of strychnine convul- 
sions on the recovery rate of rabbits exposed to 
phosgene. Nov. 1942. 7p. Photostat $1.00; Mi- 
crofilm $.50 


PB11343 

LEITCH,J.L. Report of conferences on water 
purification held in the Office of the Surgeon Gen- 
eral, Washington, and in the Office of the Engineer 
Board, Fort Belvoir, Nov. 30 to Dec. 2, 1942. 

llp. Photostat $1.00; Microfilm $.50 


PB11344 

BOWERS,R.V., McELROY,O.E., GINSBURG, 
T.H., SHILS,M.E,, NEVILLE,G.A. Blood sugar 
changes in goats after exposure to phosgene. Dec. 
1942, 13p. Photostat $1.00; Microfilm $.50 


PB11345 

BASMAN,J., and others. The effects of mus- 
tard on muscle tissue. Jan.1943. 24p. Photostat 
$2.00; Microfilm $.50 


PB11346 

BOWERS,R.V., GINSBURG,T.H., SHILS,M.E. 
The effect of inhalation and intratracheal injec- 
ition of demulsifying agents on the frothy pulmo- 
mary exudate in rabbits following exposure to 
phosgene. Jan-1943. 8p. Photostat $1.00; Mi- 
crofilm $.50 


PB11347 

TYTELL,A.A., LOGAN,M.A., TYTELL,A.G., 
TEPPER,J. Immunization of humans and ani- 
mals with gas gangrene toxoids. n.d. 1p. 
Photostat $1.00; Microfilm $.50 


PB11361 
BURTON,A.C. University of Copenhagen, De- 
partment of Zoo-Physiology, Institute of Theoreti- 








arsine (HD) contaminated water to rats. Oct- 1942. 
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cal Gymnastics (physiology of exercises). Nov. 
1945. 2p. Photostat $1.00; Microfilm $.50 


PB11362 : 

BRITISH INTELLIGENCE OBJECTIVES SUB- 
COMMITTEE, Dr. Meeson, Brain Research Ins- 
titute, Neustadt, Baden. Nov. 1945. 2p. Photo- 
stat $1.00; Microfilm $.50 


PB11377 

MARQUAND,C.B., KETHLEY,T.W., McELROY, 
O.E., HIMMELFARB,S. The use of absorbents in 
the prophylactic treatment of liquid mustard burns 
on rabbits. Feb.1943. 12p. Photostat $1.00; Mi- 
crofilm $.50 


PB11378 

DZIEMIAN,A.J., BOARMAN,B.W., GISH,F.B. 
The effect of variations in the alkali reserve on 
the resistance of rabbits to phosgene. Aug.1943. 
12p. Photostat $1.00; Microfilm $.50 


PB11379 

SHILS,M.E., GINSBURG,T.H., BOWERS,R.V. 
The therapeutic and prophylactic value of hexa- 
methylenetetramine in phosgene poisoning. Mar. 
1943. 23p. Photostat $2.00; Microfilm $.50 


PB11380 

DAVIS,M.1.J. Clinical and laboratory evidence 
of the nontoxic effect of lewisite vesicle fluid on 
the skin. Mar.1943. 13p. Photostat $1.00; Mi- 
crofilm $.50 


PB11381 

MARQUAND,C.B., KETHLEY,T.W., McELROY, 
0.E., HIMMELFARB,S: Evaluation of solvents 
for removal of liquid mustard from the skin. Mar. 
1943. 16p. Photostat $2.00; Microfilm $.50 


PB11382 
LYON,G.M., and others. An evaluation of co- 
balt nitrate as an antidote for cyanide poisoning. 
— 25p. Photostat $2.00; Microfilm, 
.50 


PB11383 

ZINGARO,F.F., MCNAMARA,B.P., HARRISON, 
A.E, The comparative therapeutic value of vari- 
ous BAL products and certain derivatives in the 
treatment of rabbits’ eyes exposed to lewisite 
vapors. Apr.1943. 8p. Photostat $1.00; Micro- 
film $.50 


PB11384 

McNAMARA,B.P., ELEY,R.C., NEVILLE,G.A., 
HARRISON,A.E. The value of ferrous sulfate and 
cobalt-cysteine combinations in HCN poisoning. 
Apr.1943. 12p. Photostat $1.00; Microfilm $.50 


PB11386 

BROWN,F.D., MCNAMARA,B.P. The effective- 
ness of self eye medication during pain and blepha- 
rospasm. May 1943. 10p. Photostat $1.00; Mi- 
crofilm $.50 


PB11387 

GILPIN,B.B.,Jr. The treatment of chemical 
casualties; mustard burns of the skin treated with 
iso-amyl salicylate. May 1943. 11p. Photostat 
$1.00; Microfilm $.50 


PB11388 
LEITCH,J.L., BAUER,V.E., HARDENBURGH, 
M.R., FELL,R.R. Field kit for determination of 


potability of water supplies. July 18, 1943. 30p. 
Photostat $2.00; Microfilm $.50 


PB11390 

MARQUAND,C.B., KETHLEY,T.W., HIMMEL- 
FARB,S., SUKALO,L.H. A study of solid perox- 
ides for the treatment of liquid lewisite contami- 
nations of the skin. June 1943. 25p. Photostat 
$2.00; Microfilm $.50 


PB11436 

McNAMARA,B.P., HARRISON,A.E., GUBER- 
MAN,E.A. The comparative effects of greasy and 
non-greasy BAL ointments, with and without lavage 
on rabbit eyes contaminated with liquid mixture of 
lewisite and mustard. July 1943. 16p. Photostat 
$2.00; Microfilm $.50 


PB11437 

GINSBURG,T.H., SHILS,M.F., McELROY,O.E. 
GISH,F.B. The intravenous administration of hyper- 
tonic glucose solutions in phosgene gassed rabbits. 
July 1943. 11p. Photostat $1.00; Microfilm $.50 


PB11438 

ROWELL,W.J., GOODMAN,L., BROWN,F.D. 
Tolerance of the mustard injured human eye for 
5% sulfathiazole ophthalmic cream. July 1943. 
5p. Photostat $1.00; Microfilm $.50 


PB11439 

MACE,D.L., GINSBURG,T.H. Fire and explo- 
sion hazard in the gas casualty set, veterinary. 
Tuly 1943. 7p. Photostat $1.00; Microfilm $.50 


PB11442 

McNAMARA,B.P., HARRISON,A.E., NEVILLE, 
G.A. Cobalt nitrate-ascorbic acid combination 
as an antidote in HCN poisoning. July 1943. 
18p. Photostat $2.00; Microfilm $.50 


PB11444 

DAVIS,M.1.J. Cutaneous reactions to BAL in 
humans. July 1943. 13p. Photostat $1.00; Mi- 
crofilm $.50 


PB11445 

GINZLER,A.M., GILPIN,B.B.,Jr. The toxic 
effects of acetylene tetrachloride on the operating 
personnel of the M-1 impregnating plant. Aug. 
1943. 20p. Photostat $2.00; Microfilm $.50 


PB11446 

DZIEMIAN,A.J., GINSBURG,T.H., BOARMAN, 
B.W., GISH,F.B. The use of BAL in the treatment 
of phosgene and chlorpicrin poisoning. 1943. 
14p. Photostat $1.00; Microfilm $.50 


PB11447 

BODANSKY,O., GINSBURG,T.H. The toxicity 
of sodium cyanide infused intravenously at meas- 
ured rates and its relation to the toxicity of hydro- 
cyanic acid by inhalation. Aug.1943. 27p. Photo- 
stat $2.00; Microfilm $.50 


PB11547 

HUNT,C.M., BREAZEALE,E.L., LaGRAVE,D. 
R. Lewisite-lewisite oxide, vesicant action. 1943, 
9p. Photostat $1.00; Microfilm $.50 


PB11548 

BOWERS,R.V., DAY,P. The mode of action of 
inhaled AC. 1943. 14p. Photostat $1.00; Micro- 
film $.50 
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PB11549 

BOWERS,R.V., KENSLER,C.J. Diisopropyl 
fluorophosphate, physiological effectiveness on 
primates; study no.2. 1943. 6p. Photostat $1.00; 
Microfilm $.50 


PB11550 

SILVER,S.D., McGRATH,F.P., KRACKOW,E.H. 
Hydrocyanic acid; LC 50 for rats exposed 2 min. 
Jan.1944. 8p. Photostat $1.00; Microfilm $.50 


PB11551 

SILVER,S.D., McGRATH,F.P., KRACKOW,E.H. 
Hydrocyanic acid, LC 50 for goats; 2 minutes ex- 
posure; time for incapacitation. Jan.1944. lip. 
Photostat $1.00: Microfilm $.50 


PB11552 

McGRATH,F.P., SOBER,H.A., SILVER,S.D. 
Cyanogen chloride, LC 50 for goats, 2 minutes 
exposure. Mar.28.1944. 7p. Photostat $1.00; 
Microfilm $.50 


PB11553 

FUHR,I., BRACKOW,E.H. Cyanogen chloride 
LC 50 for rats; 2 minutes exposure. Apr.12,1944. 
8p. Photostat $1.00; Microfilm $.50 


PB11557 

KRACKOW,E.H., FUHR,I. Cyanogen chloride 
LC 50 for rabbits, 2 minutes exposure. May 
1944. 7p. Photostat $1.00; Microfilm, $.50 


PB11558 

SOBER,H.A., McGRATH,F.P. Mustard (H) 
LC 50 of H to goats, 10 min. exposure. June 
1944. 7p. Photostat $1.00; Microfilm $.50 


PB11561 

SILVER,S.D. Gassing chamber for human 
tests; construction and operation. Oct.1944. 
22p. Photostat $2.00; Microfilm $.50 


PB11579 

BUSWELL,A.M., WIESE,A.C., PRICE,C.C. 
Instructions for operating kit, water testing, 
poisons, treatment control. June 1944. 22p. 
Photostat $2.00; Microfilm $.50 


PB12056 

HARTLEY,E.L, Battle noise equipment, 
study of use in selecting emotionally unstable 
men when noise is accompanied by moving pic- 
tures; a preliminary report. Aug.1944. 8p. 
Photostat $1.00; Microfilm $.50 


PB12057 

HARTLEY,E.L. Battle noise equipment, 
noise accompanied by moving pictures, study 
of use in selecting emotionally unstable men; 
procedure applied to cases on the Neuropsy- 
chiatric Ward. 1944. 3p. Photostat $1.00; 
Microfilm $.50 


PB12616 

U.S.NAVY YARD,N.Y. Report of test of 
rubberized fabric (captured enemy equipment). 
May 1943. 4p. Photostat $1.00; Microfilm 
$.50 


PB12635 

' ROBERTS,F.H., BAYER,O., DORER. The pro- 
duction of tetrahydrofuran intermediates. June 
1945. 47p. Photostat $4.00; Microfilm $.50 


~ 


PB12644 

BROWN,M.H. KUHN,R. Visit to the Kaiser 
Wilhelm Institut ftir medizinische Forschung, Hei- 
delberg, Institut fiir Chemie, Professor Richard 
Kuhn. Oct.1945. 1p. Photostat $1.00; Micro- 
film $.50 


PB12645 

BROWN,M.H. Warming phenomenon following 
immersion in cold water; Oberststabarzt Dozent 
Weltz, Institut fiir Luftfahrtmedizin, Mtinchen. 
Oct.1945. 2p. Photostat $1.00; Microfilm $.50 


PB12762 

BRANDT, Prdsidialratsmitglied Gen.-Art Prof. 
Reichsforschungsrat. Reports on synthetic substi- 
tutes for catgut used in surgery. Correspondence. 
n.d. 56p. (Text inGerman) Photostat $4.00; 
Microfilm $1.00 


PB12850 

GOERING, Reichsinstitut f. psycholog.Forschung 
u. Psychotherapie im Reichsforschungsrat. Cor- 
respondence on financial and other administrative 
matters of the Department of Psychology and Psy- 
chotherapy. Jan.1943-Dec.1944, 88p. (Text in 
German). Photostat $6.00; Microfilm $1.00 


PB12851 

GERMANY. Reichsforschungsrat. Reichsinsti- 
tut zur Erforschung und Verhtitung der Staublungen- 
erkrankungen. Plans for research and prevention 
of lung diseases caused by dust in industry (pnéu- 
moconiosis), n.d. 104p. (Text in German.) 
Photostat $7.00; Microfilm $1.50 


PB12863 

GERMANY. Reichsforschungsrat. Der Leiter 
der fachsparte allgemeine (klassische) Medizin. 
General correspondence and reports on medical 
research projects. May 1943-Mar.1944. 76p. 
(Text in German) Photostat $6.00; Microfilm 
$1.00 


PB12866 

SCHREIBER, Gen.Arzt Prof.Dr.,Arbeitsge- 
meinschaft fir Seuchenforschung, Reichsforsch- 
ungsrat. Lectures and correspondence dealing 
with diseases occurring in epidemics, especial- 
ly contagious hepatitis. May 1943-Sept.1944. 
258p. (Text in German) Photostat $18.00; 
Microfilm $3.00 


PB13080 

GERMANY. Reichsfarschungsrat. Medicine 
(list of medical research projects; general corres- 
pondence and projects concerning dermatological 
research). Aug.1944-Dec.1944. 18p. (Text in 
German). Photostat $1.00; Microfilm $.50 


PB13168 

GERMANY. Reichsforschungsrat. Das Ahnen- 
erbe. Correspondence from SS. Anthropological 
Institute. Sep.1942-Nov.1944. 17p. (Text in 
German). Photostat $2.00; Microfilm $.50 


PB13169 

ACHELIS, Prof. Reichsforschungsrat. Physio- 
logical research on skin sensitivity. May 1943- 
Jan.1944,. 9p. (Text in German). Photostat $1.00 
Microfilm $.50 


PB13199 
RASCHER. Reichsforschungsrat. Correspon- 





dence concerning obtaining equipment for unspeci- 
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fied medical research projects. May-Aug.1943. 
11p, (Text inGerman) Photostat $1.00; Micro- 
film $.50 


PB13351 

GERMANY. Reichsforschungsrat. Lists of 
research projects in biology, mineralogy, medi- 
cine, physics, etc. July-Sept.1944. 24p. (Text 
in German). Photostat $2.00; Microfilm $.50 


PB13352 

GERMANY. Reichsforschungsrat. Forsch- 
ungsauftrage des RFR. Lists of research pro- 
jects in various fields of science assigned by 
the RFR. 1943-1944. 185p. Photostat $13.00; 
Microfilm $2.00. 


PB13554 

PAVCEK,P.L. Experimental production of 
penicillin at the St.Jacob’s Hospital, Leipzig. 
n.d. 4p. Photostat $1.00; Microfilm $.50 


PB13654 

MARQUAND,C.B., and others. The use of 
beta-gamma-dimercapto-propyl alcohol (DTH) 
in the first-aid treatment of liquid lewisite 
burns. May 1942. 9p. Photostat $1.00; Mi- 
crofilm $.50 


PB13660 

MARQUAND,C.B., McELROY,O.E., KETHLEY, 
T.W., MCNAMARA,B.P., BOWERS,R.V. The 
production of vesicles on the plantar surfaces 
of the foot of white rats; development of a me- 
thod for applying liquid chemical warfare agents 
and therapeutic treatment together with illus- 
trations. Mar.1942. 17p. Photostat $2.00; 
Microfilm $.50 


PB13661 

MARQUAND,C.B., McELROY,O.E., KETHLEY, 
T.W. The use of hyperol (urea-hydrogen peroxide, 
CO(NH,) Hy0p) in the first aid treatment of liquid 
lewisite buts in rabbits. Feb.1942. 24p. Photo- 
stat $2.00; Microfilm $.50 


PB13663 

MARQUAND,C.B., McELROY,O.E,, KETHLEY, 
T.W., MCNAMARA,B.P., BOWERS,R.V. The use 
of 3% hydrogen peroxide in the first aid treatment 
of liquid lewisite burns of animals. Feb.1942. 
24p. Photostat $2.00; Microfilm $.50 


PB13664 

ALEXANDER;,S.F., GINSBERG,T.H., MICHEL,H. 
0. The use of concentrated plasma in conjunc- 
tion with oxygen as the treatment of phosgene 
poisoning in the rabbit. Jan-1942. 6p. Photo- 
stat $1.00; Microfilm $.50 


PB13666 

MARQUAND,C.B., McELROY,O.E., KETHLEY, 
T.W., BOWERS,R.V. Development of a method of 
measuring and applying liquid lewisite-and liquid 
mustard to the skin of animals. Dec.1941.° 10p. 
Photostat $1.00; Microfilm $.50 


PB13668 

GILPIN,B.B. Treatment of conjunctivitis and 
laryngitis due to exposure to mustard vapor. Oct. 
1941, Photostat $1.00; Microfilm $.50 


PB13669 


GILPIN,B.B.,Jr. The treatment of chemical 
casualties; mustard injuries of the skin treated 


with normal amy] salicylate and No.82 ointment. 
Mar.1942. 14p. Photostat $1.00; Microfilm 
$ .50 


PB13670 

DEFANDORF,J.H. Two analgesic preparations 
for relieving symptoms of local sensory irrita- 
tion. Sep.1941. 10p. Photostat $1.00; Micro- 
film $.50 


PB13671 

MARQUAND,C.B. Reinvestigation of the value 
of ferric hydrate paste in first-aid treatment of 
liquid lewisite burns. 1941. 26p. Photostat 
$2.00; Microfilm $.50 


PB13672 

SLEDGE,R.F., and others. The use of bovine 
albumin solution, normal rabbit plasma and con- 
centrated rabbit plasma in the treatment of 
phosgene poisoning. Jan.1942. 21p. Photostat 
$2.00: Microfilm $.50 


PB13674 

MACE,D.L. Experimental treatment of phos- 
gene poisoning; expiration against positive pres- 
sure; the sedative effects of sodium bromide and 
potassium bromide, Jan.1942. 17p. Photostat, 
$2.00; Microfilm $.50 


PB13675 

LEITCH,J.L., GINSBURG,T.H. Purification 
of water contaminated with chemical agents; the 
toxicity to rats of certain chemical agents in 


water. Oct.1941. 34p. Photostat $3.00; Micro- 
film $.50 


PB13676 

SILVERBLATT,E., LEITCH,J.L., BROOKS,D.J 
GINSBURG,T.H. Preliminary experiments on the 
toxicity of arsine (AsH3) to rabbits by inhalation. 
Jan.1942. 60p. Photostat $4.00; Microfilm $1.00 


PB13741 

LONGCOPE,W.T., and others, A test program 
on the physiological actions of PF3 in normal in- 
dividuals and in patients with myasthenia gravis, 
bimonthly progress*report, Jan.15,1946. 12p. 
Photostat $1.00; Microfilm $.50 


PB13804 

U.S.ARMY FORCES, CHIEF SURGEON, PACIFIC 
Final report of the Committee for the Technical and 
scientific In 


Scientific Investigation of Japanese Activities in 
Medical Sciences. Dec.1945. 188p. Photostat 
$13.00; Microfilm $2.00 


PB13810 

EUSTIS,W. Manufacturing of surgical adhesive 
and dressings and artificial limbs by Julius Teufel 
Company, Stuttgart. Oct.1945. 8p. Photostat $1 
Microfilm $.50 


PB15163 

U.S. WAR DEPT. Health precautions for Central 
and South Africa and West Coast of Africa. 1943. 
20p. Photostat $2.00; Microfilm $.50 


PB15164 

U.S.WAR DEPT. Health precautions for Central 
and South America and Caribbean Sea Area. Apr. 
1943. 18p. Photostat $2.00; Microfilm $.50 
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PB15165 

U.S. WAR DEPT. Health precautions for Afri- 
can and Asiatic countries along southern and east- 
ern Mediterranean Sea, Red Sea, and Persian Gulf. 
1943. 2ip. Photostat $2.00; Microfilm $.50 


PB15166 

U.S. WAR DEPT. Geographical distribution of 
certain diseases} outline maps only. June 1944. 
15p. Photostat $1.00; Microfilm $.50 


PB15391 : 

KINDRED,J.E., JORDAN,H.E. Histologic stud- 
ies of the effects of CW agents HN-1, HN-2, HN-3, 
and H on the blood and hemopoietic organs of the 
albino rat. Jan.,1946. 85p. Photostat $6.00; 
Microfilm $1.00 


PB15413 

HALL,C.R. EMDA, George Hartmann, Hanauer 
Landstrasse 139/145 Frankfurt am Main. Jan. 
1946. ip. Photostat $1.00; Microfilm $.50 


PB15416 

HUTCHINSON,J.B. Knorr Company, Heilbronn, 
adjacent to Office of Military Government. Jan. 
1946. 2p. Photostat $1.00; Microfilm $.50 


PB15422 
CHASIS,H., and others. Pressure breathing; 

effects on respiration and circulation in patients 
with pulmonary edema of cardiac origin, with 
bronchial asthma or with acute and chronic pul- 
monary disease, considered in relation to the 
therapy of phosgene intoxication. Final report. 
= 101p. Photostat $7.00; Microfilm, 

1.5 


PB 15423 

CHASIS,H. Phosgene; review of the literature on 
the effect of exposure in man and experimental ani- 
mals. Apr.1945. 74p. Photostat $5.00; Microfilm 
$1.00 


PB15424 

CHASIS,H., and others. Brooklyn chlorine acci- 
dent; a technical and medical report. July 1944. 
13ip. Photoprint $9.00; Microfilm $1.50 


PB15511 

LOUCKS,R.B. Impairment in psychomotor per- 
formance with the type A-13 pressure demand oxy- 
gen system at 45,600 feet simulated altitude. Aug., 
1944. 6p. Photostat $1.00; Microfilm $.50 


PB15512 

GRETHER,W.F. Criteria of anoxia tolerance; 
development of psychological tests for use in the 
altitude chamber. Dec.1942. 35p. Photostat 
$3.00; Microfilm $.50 


PB15513 

GRETHER,W.F., SMITH,P.K. Criteria of 
anoxia tolerance; validation of a group of psycho- 
motor tests as measures of the effects of partial 
anoxia upon human performance. Dec.1942. 
9p. Photostat $1.00; Microfilm $.50 


PB15515 
LOUCKS,R.B. An evaluation of various psy- 
chological performance tests for altitude cham- 
- ber research. Aug.,1944. 30p. Photostat $2.00; 
Microfilm $.50 


PB15636 

HODGES,K.C., ROWELL,J.C. Test of large 
area mosquito control using the inventor’s model 
of the Hochberg-Lamer aerosol generator in 
Lodge Village, Georgetown,B.G., on April 12, 
1945. 13p. Photostat $1.00; Microfilm $.50 


PB15638 

JOHNSTONE,H.F., and others. The develop- 
ment of an aerosol generator for dispersing DDT 
solutions from the exhaust of an aircraft engine; 
to June 1, 1945. July,1945. 70p. Photostat $5.00 
Microfilm $1.00 


PB15641 

PEASE,R.N. Gel-type hopcalite and some 
granular reagents for carbon monoxide; Progress 
report to December 31,1944. Apr.,1945. Photo- 
stat $2.00; Microfilm $.50 


PB15763 

BREAZEALE,E.L. Mustard gas; its effect 
on syphilis serology. Nov.1942. 8p. Photostat 
$1.00; Microfilm $.50 


PB16147 

WALD,G., GRIFFIN,D.R., HUBBARD,R. The 
sensitivity of the human eye to infrared radiation. 
July 1945. 88p. Photostat $6.00; Microfilm $1.00 


PB16459 

KAPPAUF,W.E. Summary of research on psycho- 
logical problems in the operation of antiaircraft 

lead computing sights and directors; final report 
Sept.29,1945. 12p. Photostat $1.00; Microfilm, 
$.50 


PB16460 

WEDELL,C.H. A study of the prediction of 
night lookout performance. Mar.1944. 42p. 
Photostat $3.00; Microfilm $.50 


PB16784 

LUTZ,H.W. Summarizing report covering 
scientific activity. Mar.1946. 21p. Photostat 
$2.00; Microfilm $.50 


PB16785 

LUTZ,W. On the nature and cause of stopping 
of the heart upon extreme cooling. n.d. 14p. 
(Text partially in German) Photostat $1.00; 
Microfilm $.50 


PB16787 

LUTZ,W. Concerning the reversibility of 
cold caused ‘‘death’’ of warm-blooded animals. 
n.d. 20p. Photostat $2.00; Microfilm $.50 


PB16792 

DOERING,H., HORNBERGER,W. Explosive 
decompression from 3000 m. (9842 ft.) to 8000- 
15000 m. (26246-49212 ft.) simulated altitude, 
effect on man (A translation from the German). 
n.d. 20p. Photostat $2.00; Microfilm $.50 


PB16793 

DOERING,H., KOENIG,H. Apoplexy from de- 
compression. n.d. 24p. Photostat $4.00; Micro- 
film $.50 


PB16794 

BENZINGER,T. Medical Division of the Experi- 
mental Station of air force Rechlin. n.d. 19p. 
Photostat $2.00; Microfilm $.50 
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PB16873 

U.S. WAR DEPT. Operation of sewerage and 
sewage treatment facilities, at fixed Army in- 
stallations. Nov.,1945. 175p.° Photostat $12.00; 
Microfilm $2.00 


PB16949 

U.S. WAR DEPT. Civil affairs guide; water 
supply and sewage disposal in Japan. Sept.1945. 
90p. Photostat $6.00; Microfilm $1.00 


PB17554 

ROBINSON,B.B. Preparation of flax and 
hemp fibers in Germany. Dec.1945. 19p. 
Photostat $2.00; Microfilm $.50 


PB17555 

ROBINSON,B.B., SCHOFFSTALL,C.W. The 
Italian hemp industry. Dec.1945. Photostat 
$1.00; Microfilm $.50 


PB18321 

GERMANY. Reichsforschungsrat. Adminis- 
trative correspondence on research projects 
1943-1945. 155p. (In German) Photostat 
$11.00; Microfilm $2.00 


PB18325 

ADAMS,J.K., BEIER,D.C., IMUS,H.A. The 
influence of the visual tasks required of person- 
nel in the 16 weeks fire controlmen (O) training 
course upon their visual proficiency; applied 
psychology panel; selection and training of 
rangefinder and radar operators. Report 7. 
Aug.1944. 29p. Photostat $2.00; Microfilm, 
$.50 


PB18392 

GERMANY. Reichsforschungsrat. Mitteil- 
ungen des Reichsforschungsrates; Jahrgang 
1944/45, Heft 1. 43p. Photostat $3.00; Micro- 
film $.50 


PB18393 

ZELLSTOFFFABRIK Waldhof, Johannesmuehle, 
Germany. Forschungsarbeiten. July 1944. 2p. 
Photostat $1.00; Microfilm $.50 


PB18563 
U.S. WAR DEPT. Civil affairs guide; denazi- 
fication of the health services and medical profes- 


sion of Germany. June 1945. 75p. Photostat $5.00 
Microfilm $1.00 


PB18622 

CARLISLE,R.C., COMSTOCK,C.C., KAMM,W. 
F, An evaluation of the irritant, protective and 
decontaminating properties of M4 ointment. Oct. 
1943. 12p. Photostat $1.00; Microfilm $.50 


PB18623 

HALL,R.H. m-Nitrophenyldichloroarsine LC50 
for mice on 10 minute exposure, Sept.1943. 
10p. Photostat $1.00; Microfilm $.50 


PB18624 

KOELLE,G.B., BINZER,B.B., GILMAN,A.Z. 
The relationship between cholinesterase inhibition 
and the pharmacological action of PF3. Jan.1946. 
33p. Photostat $3.00; Microfilm $.50 


PF 18625 

UDALL,R.H., NICKERSON,M.H., CLARE,V. 
Investigation of the toxicity of foods exposed to 
high vapor or liquid concentrations of CK. Jan 


1946. 16p. Photostat $2.00; Microfilm $.50 


PB18631 

U.S. ARMY TECHNICAL INTELLIGENCE CEN- 
TER,TOKYO. Japanese medical equipment; hospi- 
tal, shipboard. Jan-1946. 26p. Photostat $2.00; 
Microfilm $.50 


PB18632 

U.S. ARMY TECHNICAL INTELLIGENCE CEN- 
TER,TOKYO. Japanese medical equipment; plasma, 
human blood, dried. Jan. 1946. 9p. Photostat 
$1.00; Microfilm $.50 


PB18633 

U.S. ARMY TECHNICAL INTELLIGENCE CEN- 
TER,TOKYO. Japanese medical equipment; case, 
plastic,malarial prophylactic. Jan.1946. 3p. 
Photostat $1.00; Microfilm $.50 


PB18634 

U.S. ARMY TECHNICAL INTELLIGENCE CEN- 
TER,TOKYO. Japanese medical equipment; hospi- 
tal, field. Jan.1946. 13p. Phtostat $1.00; Micro- 
film $.50 


PB18635 

U.S. ARMY TECHNICAL INTELLIGENCE CEN- 
TER,TOKYO,. Japanese medical equipment; tour- 
niquets, Japanese, four types. Jan.1946. 3p. 
Photostat $1.00; Microfilm $.50 


PB18636 

U.S. ARMY TECHNICAL INTELLIGENCE CEN- 
TER,TOKYO,. Japanese medical equipment; clamp, 
ice bag, new type. Jan.1946. 3p. Photostat $1.00; 
Microfilm $.50 


PB18637 

U.S. ARMY TECHNICAL INTELLIGENCE CEN- 
TER,TOKYO. Japanese medical equipment; set, 
agglutination, field. Jan.1946. 2p. Photostat $1.00 
Microfilm $.50 


PB18638 

U.S. ARMY TECHNICAL INTELLIGENCE CEN- 
TER,TOKYO, Japanese medical equipment; steri- 
lizers, field, small with alcohol burners. Jan.1946 
3p. Photostat $1.00; Microfilm $.50 


PB16840 

U.S. ARMY TECHNICAL INTELLIGENCE CEN- 
TER,TOKYO. Japanese medical equipment; kit, 
first aid, field, tropical. Jan.1946. 2p. Photostat 
$1.00; Microfilm $.50 


PB18676 

JOHNSON,A.P., KEMP,E.H. Psychological re- 
search on bombardier training; preliminary draft. 
Jan.1946. 353p. Photostat $24.00; Microfilm $4.00 


PB18677 

CARTER,L.F., and others. Psychological re- 
search on navigator training; preliminary draft. 
Dec.1945. 292p. Photostat $20.00; Microfilm _ 
$3.00 


PB18678 

WICKERT,F. Psychological research on prob- 
lems of redistribution; preliminary draft. Feb. 
1946. 457p. Photostat $31.00; Microfilm $5.00 


PB18679 
BIJOU,S.W.,ed. The psychological program in 





AAF convalescent hospitals; preliminary draft. 
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Feb.1946. 363p. Photostat $25.00; Microfilm 
$4.00 


PB18680 

LEPLEY,W.M. Psychological research in the 
theaters of war; preliminary draft. n.d. 372p. 
Photostat $25.00; Microfilm $4.00 


PB18681 

DAVIS,F.B. The AAF qualifying examination; 
preliminary draft. Feb.1946. 349p. Photostat 
$24.00; Microfilm $3.50 


PB18682 

GIBSON,J.J.,ed. Motion picture testing and 
research; preliminary draft. Feb.1946. 314p. 
Photostat $21.00; Microfilm $3.50 


PB18759 

GERMANY. Reichsforschungsrat. Corres- 
pondence concerning subsidies to individuals for 
research work in medicine, ethnology, veterinary 
medicine, etc. Aug.1944-Oct.1944. 148p. (In 
German) Photostat $10.00; Microfilm $1.50 


PB18767 
U.S. WAR DEPT. Neurotropic virus diseases. 
Jan.1946. 7p. Photostat $1.00; Microfilm $.50 


PB18832 

COWGILL,G.R. Effect of substitution of lead 
silver for tin lead solder on canned foods. Pro- 
gress report, Feb.19,1943. 7p. Photostat $1.00 
Microfilm $.50 


PB18833 

COWGILL,G.R., SALOMON,K. Effect of sub- 
stitution of lead silver for tin lead solder on 
canned food products; final report Aug.1943. 
57p. Photostat $4.00; Microfilm $1.00 


PB18853 

U.S. OFFICE OF SCIENTIFIC RESEARCH AND 
DEVELOPMENT. Studies on the toxicity of DINA 
(bis nitroxyethylnitramine) (O2.NOCH2CH,)gNNOp. 
Jan.1946. 67p. Photostat $5.00; Microfilm $1.00 


PB18957 

U.S. SURGEON GENERAL’S COMISSION ON 
AIR-BORNE INFECTIONS. T-13 oil emulsion for 
the application of oil to bedclothes and wearing 
apparel. Apr. 1945. 38p. Photostat $3.00; 
Microfilm $.50 


PB19102 

U.S. WAR DEPT. Medical and sanitary data 
on Uganda. Feb.1946. 38p. Photostat $3.00; 
Microfilm $.50 


PB19183 

U.S. WAR DEPT. ARMY SERVICE FORCES. 
Operating procedures for industrial dispensaries. 
Mar.1945. 30p. Photostat $2.00; Microfilm $.50 


PB19258 

U.S. CHEMICAL WARFARE SERVICE. Insect 
and rodent control; CWS monthly progress re- 
ports 1-6, Mar.-Aug. 1945. 356p. Photostat 
$24.00; Microfilm $4.00 


PB19278 

MILLER,E.S,, and others. Chemotherapy of 
experimental anthrax infections. Feb.-Aug.1945. 
22p. Photostat $2.00; Microfilm $.50 


PB19279 

CORIELL, L.L., and others. The immunization 
of white rats against tularemia. n.d. 1p. Photo- 
stat $1.00; Microfilm $.50 


PB19280 

EIGELSBACH,H.T., and others. Electron mi- 
croscopy of Bacterium tularense. 1945. ip. 
‘Photostat $1.00; Microfilm $.50 


PB19281 

ENGLEY,F.B.,Jr., SNYDER,T.L. Plating media 
requirements for certain strains of Bacterium 
tularense. n.d. 3p. Photostat $1.00; Microfilm, 
$.50 


PB19282 

DOWNS,C.M., and others. The comparative 
susceptibility of various laboratory animals to 
B. tularense. n.d: 3p. Photostat $1.00; Micro- 
film $.50 


PB19283 

GERHARDT,P., GEE,L.L. Aeration in the 
cultivation of Brucella suis. n.d. 2p. Photo- 
stat $1.00; Microfilm $.50 


PB19284 

ROESSLER,W.G., and ottjers. The nutrition 
of Coccidioides immitis in submerged culture. 
n.d, Photostat $1.00; Microfilm $.50. 2p. 


PB19285 

EARLY,R.L., MORGAN,H.R. The chemo- 
therapy of experimental psittacosis infection 
(strain 6BC in mice). 1946. 1p. Photostat 
$1.00; Microfilm $.50 


PB19286 

WAGNER,J.C., and others. Psittacosis vac- 
cines prepared from chick embryo tissues. 
n.d, 2p. Photostat $1.00; Microfilm $.50 


PB19287 

BREWER,C.R., and others. The nutritional re- 
quirements of Bacillus anthracis. n.d. Photostat 
$1.00; Microfilm $.50. 2p. 


PB19288 

BUEHLER,H.J., and others. The amino acid 
composition of crystalline botulinus type A toxin. 
n.d. 2p. Photostat $1.00; Microfilm $.50 


PB19289 

ROESSLER,W.G., BREWER,C.R. Nutritional 
studies with Clostridium botulinum, toxin type A 
and B. n.d. 2p. Microfilm $.50; Photostat $1.00 


PB19290 

CORIELL,L.L.,and others. Observations on the 
cultivation of Bacterium tularense in embryonated 
eggs. n.d. 1p. Photostat $1.00; Microfilm $.50. 


PB19291 

ABRAMS,A., and others. The purification of 
type A botulinus toxin, from Oct.1944-Aug.1945. 
37p. Photostat $3.00; Microfilm $.50 


PB19292 
O’KANE,D.J. The substitution of thiamine for 
the heat and alkali labile fraction of red blood cell 
extract in the growth of Bacterium tularense, from 
— 1945. 3p. Photostat $1.00; Microfilm 
-50 
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PB19293 
BREWER,C.R., and others. Application of nu- 
tritional studies for development of practical cul- 
ture media for Bacillus anthracis, from Nov.1944- 
Mar.1945. 7p. Photostat $1.00; Microfilm $.50 


PB19294 

HAYWARD,A.E., and others. Strain variation 
as a factor in the sporulation properties of Ba- 
cillus globigii, from May-July 1945. 7p. Photo- 
stat $1.00; Microfilm $.50 


PB19295 

BREWER,C.R., and others, Studies on the nu- 
tritional requirements of Bacillus anthracis. 1946. 
20p. Photostat $2.00; Microfilm $.50 


PB19296 

FORGACS,J., and others. Studies on strepto- 
mycin; assay in body fluids, from Dec.1944-Oct. 
1945. 21p. Photostat $2.00; Microfilm $.50 


PB19297 

KORNEGAY,G.B., and others. Studies on strep- 
tomycin; blood levels and urinary excretion in man 
and animals, from Dec.1944-Oct.1945. 28p. 
Photostat $2.00; Microfilm $.50 


PB19298 

ROESSLER,W.G., and others. Studies with 
Coccidioides immitis; submerged growth in li- 
quid media, from Mar.-Aug.1945. 32p. Photo- 
stat $3.00; Microfilm $.50 


PB19299 

ROESSLER,W.G.,and others. Studies with Coc- 
cidioides immitis; in vitro effects of streptothri- 
cin and streptomycin, from June-Aug.1945. 13p 
Photostat $1.00; Microfilm $.50 


PB19300 

JOHANSSON, K.R., FERRIS,D.H. , Photography 
of airborne particles during bacteriological plat- 
ing operations. Sept.-Nov.1945. 33p. Photostat 
$3.00; Microfilm $.50 


PB19408 

KOLLER,G. Hypophysent&tigkeit und Er- 
blindung (Reichsforschungsrat) (activity of the 
hypophysis and blindness). Dec.1944. 5p. 
Photostat $1.00; Microfilm $.50 


PB19445 
RAUSCH,W. Sericin. Oct.1944. 6p. (In Ger- 
man) Photostat $1.00; Microfilm, $.50 


PB19629 
HELBERGER,J.H. Aliphatische Kohlenwasser- 


stoffe. Sept.1944. 6p. Photostat $1.00; Micro- 
film $.50 


PB19786 

DAVIS,H., and others. Physiological effects 
of exposureto certain sounds; final report. 1942. 
82p. Photostat $6.00; Microfilm $ 1.00 


PB20077 
LOWELL,A., KENDALL,F.E., MEYER,W. 
A small visual comparator for the determination of 


plasma volume. n.d. 16p. Photostat $2.00; Mi- 
crofilm $.50 


PB20286 


CLARK,R.E., and others. The effects of sleep 
loss on performance of a complex task. 1943. 19p. 


Photostat $2.00; Microfilm $.50 


PB20450 

BICKENBACH. Zusammenfassung der Ergeb- 
nisse der Oberflachenspannungs- und Viskosi- 
tatsuntersuchungen am Serum in vitro. 7p. 
Photostat $1.00; Microfilm $.50 


PB20466 

ELLIS,W.J., GRESFORD,G.B. Work on synthe- 
sis and production of drugs 3065 (2,2 ~dihydroxy- 
5,5 -dibromobenzil) and 3214 (2,2 ~dihydroxy-3,3* 
5,5*-tetrachlorobenzil). 1945. 15p. Photostat 
$1.00; Microfilm $.50 


PB20479 

KREIDEWEISS. Vorldufige Mitteilung tiber die 
Einwirkung von Spirochaeta pallida auf maligne 
Tumoren. 27p. Photostat $2.00; Microfilm $.50 


PB20503 

HAAGEN,E, Forschungsauftrige Gelbfieber- 
Fleckfieber. (Correspondence on German air 
force: influenza; medical research projects) 


1942-44. 381p. Photostat $26.00; Microfilm 
$4.00 


PB20504 - 

HAAGEN,E,. Deutsche Forschungsgemein- 
schaft (correspondence of the Director, Institute 
of Hygiene, Strassburg, and memoranda on virus 
research) 1937-1944, 221ip. (Text in German) 
Photostat $15.00: Microfilm $2.50 


PB20577 

ELDRIDGE,W.A. Report on lethal concentra- 
tion and pathology of mustard gas for dogs for 
7-1/2 minutes, 8 hours, 12 hours and 16 hours 
exposure, Jan.1922. 14p. Photostat $1.00; 
Microfilm $.50 


| PB20585 


HENLEY,F.M., KUHN,H.A. D.M.; its penetra- 
tion of smoke filter and its effect on man. 1921. 
15p. Photostat $1.00: Microfilm $.50 


PB20617 

GROESBECK,W.M. Report of Chemical War- 
fare Service cooperation in the anti-rat campaign 
for suppression of bubonic plague in Porto Rico. 
n.d. 12p. Photostat $1.00; Microfilm $.50 


PB20642 

ROCKWELL,P.O., GOSHORN,J.C. The Public 
Health Service canister. 1923. 27p. Photostat 
$2.00; Microfilm $.50 


PB20757 


Microfilm $ .50 


PB20766 

CRAIGHILL,M.D. A digest of reports concern- 
ing the toxic effect of brombenzylcyanide on man 
and the laboratory animals. 1922. 41p. Photo- 
stat $3.00; Microfilm $.50 


PB20772 

BRADLEY,W.R. Japanese studies of the sanitary 
treatment of human excreta. Mar.1946. 3p. Photo. 
stat $1.00; Microfilm $.50 


PB20776 
KOBAYASHI,H. Parasites and parasitic diseases 





of Korea. n.d. 22p. Phdétostat $2.00; Microfilm 





CARLTON,E.A., MORSE,R.E. Chloracetophenone 
tolerance tests on man. 1922. 10p. Photostat $1.00 
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} 50 PB22145 
U.S, 5250th TECHNICAL INTELLIGENCE CO. 
*B20788 MEDICAL ANALYSIS SECTION. Japanese medical 


DIEKE,S.H., RICHTER,C.P. Age and species 
ariation in the acute toxicity of alpha-naphthyl 
hiourea. 10p. Photostat $1.00; Microfilm $.50 


»B20789 

GILLETTE,R., BODENSTEIN,D. Specific de- 
relopmental inhibitions produced in amphibian 
2mbryos by a nitrogen mustard compound. 28p. 
Photostat $2.00; Microfilm $.50 


>B20790 

WESTON,R.E., KAREL,L. Studies in the toxi- 
ology of phosgene; the prophylactic effect of 
nexamethylenetetramine in dogs exposed to phos- 
zene. 14p. Photostat $1.00; Microfilm $.50 


PB20791 

DOESCHER,R.N., BURG,A.B. The physical 
and physico-chemical properties of hydrogen 
cyanide; a summary of pertinent data from the 
chemical literature presented to the Chemical 
Warfare Service. 90p. Photostat $6.00; Micro- 
film $1.00 


PB20792 

GILMAN,A., and others. The metabolic reduc- 
tion and nephrotoxic action of tetrathionate in re- 
lation to a possible interaction with sulfhydryl 
compounds. 22p. Photostat $2.00; Microfilm 
$ .50 


PB20793 

KAREL,L. The inhibition and potentiation of 
cellular agglutination by ricin, with a note on the 
toxicity of special preparations of ricin in mice. 
18p. Photostat $2.00; Microfilm $.50 


PB20794 

KAREL,L., FRANKLIN,R.C. The quantitative 
determination of ricin hemagglutination. 21p. 
Photostat $2.00; Microfilm $.50 


PB20819 

FORSCHUNGSINSTITUT ftir CHEMOTHERAPIE 
Verfahren zur Herstellung von toxin- oder endo- 
toxinfreien oder toxin- oder endotoxinenthalten- 
den Impstoffen zur aktiven Immunisierung. Mar. 
1945. 4p. Photostat $1.00; Microfilm $.50 


PB22125 

U.S. 5250th TECHNICAL INTELLIGENCE CO. 
MEDICAL ANALYSIS SECTION TOKYO. Japan- 
ese medical equipment; set, film marking, x-ray, 
plastic. Feb.1946. 2p. Photostat $1.00; Micro- 
film $.50 


PB22126 

U.S. ARMY FORCES IN THE PACIFIC. MEDICAL 
ANALYSIS SECTION. Set,surgical instrument, sub- 
stitute. Feb.1946. 4p. Photostat $1.00; Micro- 
film $.50 


PB22130 

U.S. 5250th TECHNICAL INTELLIGENCE CO. 
MEDICAL ANALYSIS SECTION. Japanese medical 
equipment; laboratory, chemical, field. Jan.1946 
19p. Photostat $2.00; Microfilm $.50 


PB22144 ; 

U.S. ARMY FORCES IN THE PACIFIC. MEDICAL 
ANALYSIS SECTION. Container, medical air drop 
W/chute. Feb.1946. 3p. Photostat $1.00; Micro- 
film $.50 


equipment; set, dental, surgical, Navy. Feb.1946. 
3p. Photostat $1.00; Microfilm $.50 


PB22146 

U.S. 5250th TECHNICAL INTELLIGENCE CO. 
MEDICAL ANALYSIS SECTION. Japanese medical 
equipment; litter, bamboo slat. Mar.1946. 2p. 
Photostat $1.00; Microfilm $.50 


PB22147 

STERN,S. Manufacture of anti-gonococcus vac- 
cine by Nitto Vaccine Sera Laboratory, Mukomachi 
Kyoto Prefecture. Mar.1946. 10p. Photostat $1.00 
Microfilm $.50 


PB22148 

STERN,S. Manufacture of anti-soft chancre ba- 
cillus vaccine, by Nitto Vaccine Sera Laboratory, 
Mukomachi, Kyoto Prefecture. Mar.1946. 11p. 
Photostat $1.00; Microfilm $.50 


PB22150 

MANGUN,G.H., UTTERBACK,J.A., FERGUSON, 
R.L., GODDARD,R.F. The toxicity of HC smoke. 
Apr.1943. 10p. 


PB22168 

HARRIS,B.L., MACY,R. Simulated HS, and simu- 
lated thickened HS. 1942. 22p. Photostat $2.00; 
Microfilm $.50 


PB22174 

HUNT,C.M. A capillary method for delivering 
small amounts of liquid vesicant. 1942. 18p. 
Photostat $2.00; Microfilm $.50 


PB22302 

BENZINGER,T. Physiological basis for the 
construction and use of stratosphere airplanes. 
1943. 36p. Photostat $3.00; Microfilm $.50 


PB22337 

RICHARDSON,F.S. German technical develop- 
ments in textile finishing processes. Mar.1946. 
222p. Photostat $15.00; Microfilm $2.50 


PB22338 

CROSSLEY,M.L. The protection of textiles 
and related products from damage by molds,fungi, 
insects and flame. Mar.1946. 23p. Photostat 
$2.00; Microfilm $.50 


PB22341 

BORGEN,W.von. The German army standard 
uniform cloth Einheitstuch. Mar.1946. 30p. 
Photostat $2.00; Microfilm $.50 


PB22446 

KLEIDERER,E.C., SCHMIDT. I.G.Farbenindus- 
trie, Behringwerke,Marburg a/L. July 1945. 2p. 
Photostat $1.00; Microfilm $.50 


PB22455 

PAVCEK,P.L. Kaiser Wilhelm Institut f.Ar- 
beitsphysiologie, Dortmund,Germany. Aug.1945. 
2p. Photostat $1.00; Microfilm $.50 


PB22461 

PAVCEK,P.L. Chemische-physikalische Ver- 
suchsanstalt, Danisch-Nienhof/Kiel. Aug.1945. 
2p. Photostat $1.00; Microfilm $.50 
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PB22628 
McBERTY,F.H. Molybdate orange pigment. 
May 1945. 16p. Photostat $2.00; Microfilm $,.50 


” pp22662 


MASSACHUSETTS INSTITUTE OF TECHNOLOGY 
Department of Biology. The x-ray diffraction pat- 
terns of normal, deaminated, and partially de- 
guanylated kangaroo tendon. 2p. Photostat $1.00 
Microfilm $.50 


PB22748 

HORTON,R.G., KOELLE,G.R., MCNAMARA, 
B.P., PRATT,H.4, The acute toxicity of di-iso 
propyl fluorophosphate. 15p. Photostat $1.00 
Microfilm $.50 


PB22749 

BULLOCK,T.H., GRUNDFEST,H., NACHMAN- 
SOGN,D., ROTHENBERG,M.A., STERLING,K. 
Effect of di-isopropyl fluorophosphate on action 
potential and cholinesterase of nerve. 22p. 
Photostat $2.00; Microfilm $.50 


PB22793 

U.S. NAVY DEPT. DIVISION OF NAVAL IN- 
TELLIGENCE. The cause of immediate death 
in blast injury anxi the pathogenesis of explosive 
decompression. Feb.1946. lp. Photostat $1.00 
Microfilm $.50 


PB22954 

CONSOLAZIO,W.V. The effects of personnel 
of various concentrations of carbon dioxide and 
oxygen under conditions of submarine operations 
and addendum May 31,1945. 57p. Photostat $4.00 
Microfilm $.1.00 


PB22955 

HOUSTON,C.S., NUZIE,S. SEITZ,C.P., 
BESSON,G.E, Evaluation of emergency breathing 
procedure at 25,000 feet. July 1944. 3ip. Photo- 
stat $3.00; Microfilm $.50 


PB22956 

HOUSTON,C.S., NUZIE,S., SEITZ,C.P., BES- 
SON,G.E., YOUNG,R.V. Evaluation of hyperven- 
tilation of ambient air at 25,000 feet. Aug.1944. 
9p. Photostat $1.00; Microfilm $.50 


PB22957 

HOUSTON,C.&., NUZIE,S., SEITZ,C.P., BES- 
SON,G.E., YOUNG,R:V. Comparison of voluntary 
pressure breathing and modified hyperventilation 
at 25,000 feet in the chamber and in operational 
aircraft. 22p. Photostat $2.00; Microfilm $.50 


PB22958 

MATHIESON,D.R., DUNCAN,J.E. Semi-rigid 
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EVILLE,G.A. The concentration of sugar in the 
lood of animals exposed to chemical warfare 
gents. May 1943. 25p. Photostat $2.00 Micro- 
lm $1.00 


'B27624 

KOELLE,G.B., GILMAN,A.Z., BINZER,B. 
‘he chronic toxicity of PF3 in dogs, monkeys, and 
ats. Jan.1946. 22p. Photostat $2.00 Microfilm 
}1.00 


»B28427 

WEEKS,J.R. Surveillance of ointment, protect- 
ive. Dec.1944. 8p. Photostat $1.00 Microfilm 
51.00 


»B28470 
COLLINS,J.T. Analysis of ointment, protective. 
'an.1945. 12p. Photostat $1.00 Microfilm $1.00 


>B28472 

COLLINS,J.T., CARLOMAGNO, CARNEY, 
EBERT, GOLDEN. Testing of ointment, pro- 
ective, M-1 and M-4. Feb.1945. 1lp. Photo- 
stat $1.00 Microfilm $1.00 


>B28495 
DANSER,J.F. Japanese metal petri dishes 
Apr.1945, 3p. Photostat $1.00 Microfilm $1.00 


PB28539 


ROCHESTER. UNIVERSITY. INSTITUTE OF OP- 


TICS. Aids to night vision; extension of the scoto- 
bic visibility curve to 3130 A and to 8000 A. Mar. 
1943, 15p. Photostat $1.00 Microfilm $1.00 


PB28567 
DANSER,J.F. Captured Japanese medical 


ory Apr.1945. 3p. Photostat $1.00 Microfilm 


PB28568 


MASSACHUSETTS INSTITUTE OF TECHNOLOGY 


Dept. of Biology. The x-ray diffraction patterns of 
kangarwo tendon. 3p. Photostat $1.00 Microfilm 
$1.00. Supplement to PB22662 


PB28613 

SILVERMAN,L., LEE,R.C., LEE,G., DRINKER, 
K.R., CARPENTER,T.M. Fundamental factors in 
the design of protective respiratory equipment. 
Jan.1943. 131p. Photostat $9.00 Microfilm $3.00 


PB28617 


SILVERMAN,L., LEE,R.C., LEE,G. Fundamen- 


tal factors in the design of protective respiratory 


equipment, the characteristics of inspiratory and 
expiratory valves. progress report. Aug.1943. 
97p. Photostat $7.00 Microfilm $2.00 


PB28787 

U.S. QUARTERMASTER BOARD. Tentative 
findings on tent, hospital, ward, standard, class A. 
Aug.1944. 3p. Photostat $1.00 Microfilm $1.00 


PB28895 

HECHT, GASSENMEIER, Preparation of 5- 
diethylaminopentanol-2 by the Reppe process. 
1946. 5p. Photostat $1.00 Microfilm $1.00 


PB28951 P 

HEPWORTH,H. Pharmaceuticals; research 
and manufacture at I.G.Farbenindustrie. Dec 
1945. 273p. Photostat $19.00 Microfilm $6.00 


PB30014 
LAMANNA,C. The nature of the acid-fast 
stain. 11p. Photostat $1.00 Microfilm $1.00 


PB3 1006 

HERRIOTT,R.M., ANSONT,M.L., NORTHROP, 
J.H. Reaction of enzymes and proteins with 
musvard gas (bis (beta chloreythl) sulfide). 
1946. 70p. Photostat $5.00 Microfilm $2.00 


PB31266 

LANDAHL,H.D. The half-life of a drug in 
relation to its therapeutic index. 7p. Photostat 
$1.00 Microfilm $1.00 


PB31267 

BYERRUM,R.U. The influence of dietary io- 
dine on the susceptibility of rats to alpha naphthy 
thiourea poisoning. 6p. Photostat.$1.00 Micro- 
film $1.00 


PB31268 

LUDEWIG,S., CHANUTIN,A. The chemical 
changes in rat adrenals after injection of beta- 
chloroethyl vesicants. 1946. 20p. Photostat 
$2.00, Microfilm $1.00 


PB31269 

BANNON,J.H.,Jr., ESCHER,D.D.W., BEVE- 
LANDER,M. Pharmacologic, toxicologic and 
physiologic observations on the effect of p- 
aminopropiophenone in man. Final report. 
May 1946. 82p. Photostat $6.00; Microfilm 
$2.00 


PB31270 

FERGUSON,R.L., SILVER,S.D. A method 
for the visual demonstration of lewisite in 
skin. 5p. Photostat $1.00 Microfilm $1.00 


PB31271 

SILVER,S.D., FERGUSON,R.L. A method 
for the visual demonstration of mustard (di- 

chlorodiethyl sulfide) in skin. 9p. Photostat 
$1.00 Microfilm $1.00 


PB31273 

WOOSTER,H.A., LUSHBAUGH,C,C., REDEMAN, 
C.E, The inhalation toxicity of ketene and of ketene 
dimer.. 7p. Photostat $1.00 Microfilm $1.00 


PB31274 
FASTIE,W.G., DRUMMETER,L.F.,Jr. A simple 
resistance thermometer for blood temperature 
— 5p. Photostat $1.00 Microfilm 
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SILVERMAN,L., LEE,G., PLOTKIN,T., AMORY, : 
L., YANCEY,A.R. Fundamental factors in the design 
of protective respiratory equipment; inspiratory and 
expiratory air flow measurements on human subjects 





PB31275 

CHANUTIN,A., LUDEWIG,S. The effect of in- 
jected beta-chloroethyl vesicants on the weight, 
water and cholesterol content of the thymus and 
lung of rats. 1946. 15p. Photostat $1.00 Micro- 





film $1.00 


PB31613 

AYRES,P.B., HENDRICKSON,R.M., GILBERT, 
F.J., COSTELLO,W. Aero, surface, and sub- 
marine medicine and research in the Japanese 
Navy. Dec.1945. 73p. Photostat $5.00 Micro- 
film $2.00 


PB31614 

WOODWORTH,W.W., GILBERT,F.J., HENDRICK- 
SON,R.M., ARIOLI,P.E., AYRES,P.B, Pharmacol- 
ogy and malariology in Japan, civilian and naval. 
Jan.1946. 120p. Photostat $8.00 Microfilm $3.00 


PB31689 

DuBOIS,K.P., ERWAY,W.F. Studies on the 
mechanism of action of thiourea and related com- 
pounds; inhibition of oxidative enzymes and oxi- 
dations catalyzed by copper. 1946. 23p. Photo- 
stat $2.00 Microfilm $1.00 


PB31693 

MEIKLEJOHN,G., WAGNER,J.C., BEVERIDGE, 
G.W. Studies on the chemotherapy of viruses in 
the psittacosis-lymphogranuloma group; effect of 
penicillin and sulfadiazine on ten strains in 
chick embryos. 1945. 19p. Photostat $2.00 Mi- 
crofilm $1.00 


PB3 1694 

WISEMAN,R.W., MEIKLEJOHN,G., LACKMAN, 
D.B., WAGNER,J.C., BEVERIDGE,G.W. Studies 
on the chemotherapy of viruses in the psittacosis- 
lymphogranuloma group; effect of penicillin and 
sulfadiazine on seven strains in mice. Nov.1945 
16p. Photostat $2.00 Microfilm $1.00 


PB31863 

FERGUSON,R.L., SILVER,S.D. Demonstration 
in skin of active chlorine from chlorine-liberating 
ointments. 5p. Photostat $1.00 Microfilm $1.00 


PB31882 
FRIDELL,H. Atomic energy and cancer. n.d. 
16p. Photostat $2.00 Microfilm $1.00 


PB31890 

BALE,W.F. Health protection in the production 
and use of atomic energy. Mar.1946. 10p. 
Photostat $1.00 Microfilm $1.00 


PB31956 

SILVERMAN,L., PLOTKIN,T., LEE,G., SMITH, 
D.P. Fundamental factors in the design of pro- 
tective respiratory equipment; a portable instru- 
ment for. measuring respiratory air flows under 
field conditions; progress report June 1, 1945. 
54p. Photostat $4.00 Microfilm $2.00 


PB31957 

SILVERMAN,L. Fundamental factors in the 
design of protective respiratory equipment; a study 
and an evaluation of inspiratory and expiratory re- 
sistances for protective respiratory equipment. 
progress report May 1, 1945. 562p. Photostat 
$38.00 Microfilm $12.00 


with and without resistance at several work rates. 
Final report,Aug.1,1945. Sep.1945. 38p. Micro- 
film $1.00; Photostat $3.00 


PB31967 

U.S. NAVAL TECHNICAL MISSION TO JAPAN. 
General medicine and special diseases in the Japan- 
ese Navy. Nov. 1945. 17p. Photostat $2.00 Micro- 
film $1.00 


PB31968 

U.S. NAVAL TECHNICAL MISSION TO JAPAN. 
Dentistry in the Japanese armed forces. Nov.1945. 
15p. Microfilm $1.00 Photostat $1.00 


PB31969 

U.S. NAVAL TECHNICAL MISSION TO JAPAN. 
Bacteriology and chemistry in the Japanese Navy. 
Nov.1945. 14p. Microfilm $1.00 Photostat $1.00 


PB31970 

U.S. NAVAL TECHNICAL MISSION TO JAPAN. 
Neuropsychiatry in the Japanese armed forces. 
Dec.1945. 23p. Photostat $2.00 Microfilm $1.00 


PB32520 

KOELLE,G.B. Protection of cholinesterase 
against irreversible inactivation by di-isopropyl 
fluorophosphate in vitro, 1946. 10p. Photostat 
$1.00 Microfilm $1.00 


PB32549 

SCHWARTZ,R.P. Investigation of prostheses 
as related to thigh amputations. May 1946. 8p. 
Photostat $1.00; Microfilm $1.00 


PB32725 

HOUSEHOLDER,A.S. A structural theory of 
the cantral nervous system. 26p. Photostat $2.00 
Microfilm $1.00 


PB34019 

SHONE,W.R., DOWN,G.M., SMITH,S., RIMMER, 
M.C., NAIR.,S.P. German surgical and veterinary 
instrument industry, Dec.1945. 77p. Photostat 
$6.00 Microfilm $2.00 


PB34115 

U.S. NATIONAL DEFENSE RESEARCH COMM. 
A preliminary report on tests of emotional stabili- 
ty. Jan.1942. 23p. Photostat $2.00 Microfilm $1.00 


PB34855 

NICHOLSON,H.C. Hospitalization in the Japan- 
ese army air force. June 1946. 4p. Microfilm 
$1.00 Photostat $1.00 


PB34857 

CASTOR,J.G.B. List of Japanese aero-medical 
research publications;content and disposition June 
1946. 7p. Microfilm $1.00 Photostat $1.00 


PB36423 
FREITAG. Ueber die Einwirkung der K4lte auf 


das Zahnsystem. Nov.1941. 15p. Photostat $1.00 
Microfilm $1.00 


PB36448 
COERMANN. Ein elektrisches Ger&t zur Be- 





stimmung der oberen Hirgrenze. Dec.1940. 25p. 
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Photostat $2.00 Microfilm $1.00 


PB36663 

RUFF,S. Untersuchungen tiber die Erkennung von 
den in der Fliegerei verwendeten farbigen Signal- 
lichtern durch Farbenunttichtige. June 1940. 23p. 
Photostat $2.00 Microfilm $1.00 


PB36979 

U.S. WAR DEPT. Health precautions for Far 
East (Southern Asia, Eastern Asia, and Netherlands 
East Indies). 21p. Photostat $2.00 Microfilm $1.00 


PB36980 

U.S. WAR DEPT. Medical and sanitary data on 
the Ryukyu Islands. Oct.1944. 31p. Microfilm 
$1.00 Photostat $3.00 


PB37059 

U.S. WAR DEPT. Nomenclature and method of 
recording diagnoses. Oct.1945. 52p. Microfilm 
$2.00 Photostat $4.00 


PB37060 

U.S. WAR DEPT. Treatmant program for psy- 
chiatric patients in station and general hospitals. 
Aug.1944. 7p. Photostat $1.00 Microfilm $1.00 


PB37061 

U.S. WAR DEPT. Complications of blood trans- 
fusion. Oct.1945. 14p. Microfilm $1.00 Photostat 
$1.00 


PB37789 

KARNOFSKY,D.A., CRAVER,L.F., RHOADS,C.P. 
ABELS,J.C., MCELROY,M.E. An evaluation of 
methyl-bis (beta-chloroethyl) amine hydrochloride 
and tris(beta-chloroethyl)amine hydrochloride 
(nitrogen mustards) in the treatment of lymphomas, 
leukemia and allied diseases. 1946. 52p. Photo- 
stat $4.00 Microfilm $2.00 


PB37801 

MURRAY,H.M.L., PRUNSTER,R.W., ANDERSON, 
R.D. Tetryl dermatitis; an investigation into its 
wartime incidence and control in Australian fuse- 
filling factories. 1944. 62p. Photostat $5.00 
Microfilm $2.00 


PB37807 
BLACKWELL, H.R. Some contrast thresholds 


1946. 8p. Microfilm $1.00 Photostat $1.00 


PB38276 

URBACH,E., ROTHEMUND,M. Untersuchung 
eines wassergekthlten Einzylinder-luftspeicher- 
dieselmotors. Oct.1934. 16p. Photostat $2.00 
Microfilm $1.00 


PB39034 
KRAEMER,R,. Tierexperimentelle Untersuch- 
ungen tiber das Verhalten der Ktrpertemperatur bei 


30p. Photostat $2.00 Microfilm $1.00 


PB39512 

SCHNEIDER,K. Beitrige zur Psychiatrie; 
Pathopsychologie der Geftihle und Triebe im 
Grundriss; abnorme Erlebnisreaktionen. 1946. 
70p. Photostat $5.00 Microfilm $2.00 
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KHARASCH,M.S. A study of peroxide suitable 





for the treatment of M-1 burns. Progress report. 
July 1942. 8p. Photostat $1.00 Microfilm $1.00 
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ABC PLASTERS,2454 

ABDERHALDEN,E., 963 

ABDERHALDEN REACTION ,963 

ABELS,J.C.,37789 

ABERCROMBIE,W.F.,19258 

ABILITY TESTS ,18676 ,18678 ,18681-2 

ABDOMEN, wounds & injuries,1696 

ABORTION, infectious, 1702,5520,19283 

ABRAMS,A.,19291 

ABSORBENTS, 11377 

AC see Cyanides 

ACACIA ,6319 

ACAPRIN, 1683 

ACCIDENTS, 15424 

ACETONE,1701 

ACETOPHENETIDIN, 28951 

ACETYLCHOLINE see under Choline 

ACETYLENE, 5934,11445 ,22749 

ACID, aminobenzoic,23050; benzosulfonic ,2447; 
fatty,1711; glutamic,1684; hydrocyanic see 
Cyanides; hydrochloric ,26938; hypochlorous, 
1698; penicillinic, 2447; phenylacetic, 1676; 
pyruvic, 9517; rhodinic, 13804; succinic, 
9572; tropic, 1676 

ACHELIS, 13169 

ACOUSTICS see Electroacoustics 

ACRIDINES ,22446 

ADAMS, J.K.,18325 

ADAMSITE,20585 

ADAPTOMETERS 22967 ,22989 ,23047 ,23050 

ADDIS, E. ,5936 

ADHESIVES, 2454 ,2457 ,2459 13810 

ADRENAL PREPARATIONS ,27618 

ADRENALS, pathology ,31268 

ADSORPTION 5900 

AEROEMBOLISM see Aviation, physiol.eff. 

AERO MEDICAL RESEARCH LABORATORY ,1067-8 

AEROSOLS ,4043 ,4045, 15636 ,15638 

AF see Fluoroacetates 

AGGLUTINATION, 18637 ,20793-4 22446 ,25494 

AIR, bacteriology ,23070; impurities ,9523 ,19300; 
pressure,4331,5137 ,6943 ,16792-3 ,22793 ,22987 

AIR CONDITIONING DUCTS, 23033 

AIRCRAFT ,1067-8, 16792,22302,27574; medical 
kits,2961; oxygen systems,15511,22965; takeoff 
units,23037 - 

AIR FLOW see Gas chambers; Respirators. 

AIR RAIDS, 23365; shelters,2446 

AKIRON,2447 

AKTIEN GESELLSCHAFT f. FEINMECHANIK, 
Tuttlingen,34019 

ALBANITE, 18853 

ALBUMIN, 13672 

ALBUMINURIA , 23586 

ALCOHOL,1701,1711,2047; determination,23579 

ALCOHOLISM, 1694 23579 

ALEXANDER,E.L., 4042 

ALEXANDER, L.,250,253 ,359 ,522,1050,4283 4286 

ALEXANDER;S.F.,11182-4,13664 

ALKALINE EYE SALVE,4510,8723 

ALKALINE THERAPY,9517 

ALKYL COMPOUNDS, 1683 

ALLEN, R.,23850 

ALLEN,R.P. ,4033 ,9508 

ALLEN, S.C. ,6926-7 

ALLOXAN, 2447 

ALLYLTHIOUREA see Thioureas 


ALFHA NAPHTHYLTHIOUREA see Thioureas 

ALTITUDE, high, 6943 ,16784 ,16792-3 ,22955-7, 
2296 1,36423 ,39034 

ALTITUDE CHAMBERS, 15512,15515 

AMEBIASIS, 1684, 23402,31967 

AMINO ACIDS, 19288 ,22455 

AMINOPHENYLARSINACETATE,2447 

AMINOPROPIOPHENONE, 23849 ,27615,31269 

AMINOQUINOLINES 2447 

AMMONIUM COMPOUNDS, 1702,22962 

AMORY,L.,31958 “ 

AMPHETAMINE SULFATE,31614 

AMPUTATED, rehabilitation ,2446 

AMPUTATION 32549 

AMPUTATION-STUMPS 2446 

AMYL NITRATE;27615 

AMYL SALICYLATE,11387,13669 

AMYLENE HYDRATE,1711 

ANALGESICS, 1714,13670 

ANAPHYLAXIS & ALLERGY, diagnosis,22972 

ANDERSAG,H.,2447 

ANDERSON,R.D. ,37801 

ANDREWS, A.H. ,896,1025 

ANESTHESIA ,6272; bromethanol,6268 ,6319 

ANESTHETICS,1714 

ANILIDES, 2447 

ANORGANA ,Gendorf,28895 

ANOXIA see Oxygen, deficiency 

ANSLOW,W.P.,jr.,5948 

ANSONT ,M.L.,31006 : 

ANTHRAX,19278; bacilli, 19287 ,19293 ,19295 

ANTHROPOLOGISCHES INSTITUT, 13868 

ANTHROPOLOGY , 18759; in Germany,13868 

ANTHROPOMETRY ,6936-7 ,6951,6962-4; 
body sizer ,6959 

ANTIAIRCRAFT PERSONNEL, tests,16459 

ANTIBIOTICS 6645 

ANTIMONY ,2447 ,22966 ,23070 

ANTIPYRETICS,1714 

ANTISEPTICS 27242 

APOPLEXY see Brain, hemorrhage 

APPARATUS INDUSTRY, in Germany,380,34019 

ARIOLI,P.E. 31614 

ARMBRUST CUP,23064 

ARMED FORCES PERSONNEL,23046 

ARMOR see Clothing, protective 

ARMSTRONG,G.C. ,6328 ,6374 

ARMY AIR FORCES TACTICAL CENTER,Arctic 
and Tropics Branch,9579 

ARSENIC ,5576 ,6261,26937 ,28951 

ARSINACETATES, 2447 [1698 

ARSINES ,4197 ,4509 ,5494 5576 ,5871,6002,6521,6816, 
9523 ,9553 9557 9563 ,9565,9568 9574, 11186,11189- 
11191,11339,11341,11380,11383 ,11390,11436, 
11547 ,13654,13661,13663 ,13666 ,13671,13676,22174 
27623 ,31270,39708 

ARTERIES, cerebral,1694; wounds & injuries,1694 

ARTIFICIAL LIMBS see Extremities, artificial 

AsC13 see Arsines 

ASCARIASIS, 1684 

ASCHOFF,J .,4340 

ASCORBIC ACID,1684,1698 ,11442,23274 ,25487 

ASPIRIN,1711 

ASTHMA,15422 

ATEBRIN see Quinacrine 

ATHETOSIS, 1688 

ATHLETICS, hospitals 4331 
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ATOMIC ENERGY ,31882,31890 
ATROPHY ,1688; muscular ,1688 
ATROPINE, 23052-3 27617 
AUBRY, Munich 2448 ,2456 
AUDIOMETERS 36448 
AVERTIN see Bromethanol 
AVIATION & AVIATORS, anthropometry 6936-7, 
6951,6954 ,6959 6962-4; insecticide dispersion, 
15636,15638; medicine ,2961,4340,5166,9579, 
13080,16794 ,22968 ,27566 27574; -- in Belgium, 
158; --in France,158; --in Germany,251,1382, 
1390; --in Japan,31613,34855,34857; institutes, 
3429; neuropsychiatry,391,1051; parachutes, 
6927; physiological & pathological effects,896, 
1025, 1067-8, 1384 ,5111-5,5136-7,5141-2,5144, 
5171,6926 6943 ,6946 6948 ,7816,15511-3,15515, 
16784, 16792-4 ,22302,22955-7 ,22961,22990, 
23054-5,36423 39034; signal lights,36663; 
tests,5110,5117,5136 ,5144,15512-3,15515, 
18676-18682 ,23055 
AXELROD,D.,6521 
AYRES,P.B.,31613-4 
AZO COMPOUNDS,1711 
BACTERIA, abortus & melitensis group,1702,5520, 
19283; coli,1696,1702; culture mediums,1684, 
5520,19445; globigii,19294; spores,19294; strep- 
tobacterium plantarum ,25636; typhoid group, 
1702 
BACTERICIDAL LAMPS,23070 
BACTERIOLOGY ,19300,31969; --in Germany,1702 
BACTERIOPHAGE, 2447 
BADIONAL,2447 
BAER,R.L.,5491-3 
BAGH,K.,1694 
BAL see Mercaptopropanol 
BALE,W.F.,31890 
BALL,E.G. ,4230,6533 
BALLEN PLASTERS,2454 ° 
BANANAS,23060 
BANDAGES, 2448 
BANER, V., 18625 
BANNON,J.H.,jr.,31269 
BARBER, H.J.,2042,6645 
BARBITAL COMPOUNDS, 1684 4036 ,28951 
BAROTRAUMA see Air, pressure 
BARTLETT ,N.R. ,23046 
BARTLETT,P.D. ,5576 
BASMAN,J.,11345 
BAUER,1683, 1711 
BAUER,H.,1686 
BAUER,K.H. ,4331 
BAUER,R.L.,5877 
BAUER, V.E. ,9423 ,9523 ,11339 ,11388 
BAYER,O. ,12635 
BAYHA,Tuttlingen,34019 
BEALS,L.S. ,jr.,23047 
BEAVER,W.C. ,2961 
BECKER,H.,1694 
BECKERMANN,F.,;684 
BECKWITH,J.P.,9556 
BEDBUGS, 1684 
BEDCLOTHES, 18957 
BEHNKE,A.R. ,22979-80,22987 
BEHRINGWERKE, Marburg, 244,919 
BEIER,D.C.,18325 
BEIERSDORFF ,Hamburg, 1684 ,2448 ,2454 
BEJEL,15166 
BEMURAL, 2447 
BENESH MACHINE, 5593 
BENNHOLD,H. ,1696 ,4331 
BENSON,O.O.,jr.,5112 
BENTON,R.S. ,6959 ,6962 
BENZEDRINE,31614 
BENZINGER,T .,16794,22302 
BENZOLSULFONSAUREANILIDE,2447 


BENZYL COMPOUNDS, 20466 
BERGER,H.,1688 
BERGER,L.,5874 
BERGMANN,G.,23260 

BERGMANN, M.,5881,5882 

BERLING,4331 

BESSON,G.E. ,22955-7 

BEVELANDER,M. ,31269 

BEVERIDGE,G.W. ,31693-4 

BEZER,A.E, ,25494 

BIBLIOGRAPHY ,1390,13352,34857 

BICKENBACH,20450 

BIELING ,22446 

BIJOU,S.W.,18679 

BINZER,B.B.,18624,27624 

BIOLOGICAL PRODUCTS INDUSTRY in Ger- 
many, 244,919 2447 

BIOLOGY, in Germany,13351 

BIRREN,J.E. ,23054 ,23056 ,23069 

BISMUTH IODIDE,9566 

BLACK,A.P. ,22972 

BLACKWELL,H.R. ,37807 

BLADDER, paralysis, 1696 ! 

BLANCHARD,K.C.,246 

BLAST see Explosions 

BLINDNESS, causes, 19408 

BLISS,E.A.,9527 

BLOOD, 15391; albumin,13672; alcohol,23579; car- 
bon dioxide 6942; cells,11183; chemistry,4230, 
23586; chlorides 4040; cholinesterase,9524,9554, 
18624; circulation, 1698 ,5871,15422,22455; coagu- 
lation ,8102; count ,9509; diastase,23586; oxygen, 
6942,9528; physical properties,20450; pigments, 
6942; plasma, 13664 ,13672,18632,20077,22959, 
23062-3; reaction,11378; sedimentation,23575; 
streptomycin,19296-7; temperature,31274; urea, 
1696; viscosity,11183; volume,20077 

BLOOD-SUGAR, 11344 23586 ,27623. 

BLOOD TRANSFUSION ,23062-3; complications & 
sequelae 23057 ,37061; erythrocytes ,23061; pre- 
served blood,23575 

BLOOD VESSELS, permeability ,5871 

BLUM, H.F., 23032 

BOARMAN,B.W, ,9572,11378,11446 

BOCK, E. ,1684 

BODANSKY,O. ,9521,9524 9554, 11447 ,27615,27616, 
23849 

BODENSTEIN,D.,4043 ,20789 

BODY ARMOR see Clothing, protective 

BODY SIZER,6959 

BOEHRINGER, Ingleheim,249; Mannheim ,2044,6664 

BOISSARD,G.T.B.,380 

BOMBARDIERS, 18676 

BOMBING see Air-Raids 

BONES, marrow, 1693 

BONNSMANN ,Solingen,34019 

BORGARD,W. ,1696 

BORGEN,W. ,22341 

BORON COMPOUNDS,39708 

BOSART ,L. ,22302 

BOTTCHER,1707 

BOTULISM, toxin, 19288-9,19291 

BOUDER,N.M. ,6289 ,25362-3 ,26942 

BOWERS,R.V. ,11342,11344,11346,11379,11548-9, 
13660, 13663 ,13666 

BOYERS,C.L.,27615 

BRADLEY,W.R. ,20772 

BRAIN, ab »2446; di 





,1688 ,1694; electro- 


encephalography,359,1688; hemorrhage, 16793; 
pathology, 1688 ,1694; physiology 537 ,1688,11362, 
32725; wounds & injuries,1694,2446 

BRANDT ,12762 

BRAUN, 2448 

BRAUNE,J.F.,1684 

BREATHING, pressure see under Respiration 
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BREAZEALE,E.L. ,11547,15763 

BREWER, C.R. ,19287 ,19289 19293 19295 

BREYFOGLE,H.S. ,5930 

BRINES,O.A. ,22974 

BRITISH INTELLIGENCE OBJECTIVES SUBCOM- 
MITTEE,8102,11362 

BROITNER,S.,2447 

BROMETHANOL,6268 ,6319 ,6320 

BROMIDE & BROMINE COMPOUNDS, 12644 13674 

BROMMELAHUES, 1683 

BROMOBENZYL, 20466 

BROMOSALICYL, 23446 ,25636 

BRONSTEIN,E.R.,27242 

BROOKLYN CHLORINE ACCIDENT ,15424 

BROOKS,D.J.,11190,13676 

BROWN, E.B. 23055 

BROWN, F.D. ,11386,11438 

BROWN, M.H. ,2044,6664 ,12644-5 


BRUCELLA see Bacteria, abortus & melitensis gr. 


BRUES,A.M. ,6963 

BUCHNER,F.,4331 

BUCKEL,W.,1686 

BUCKY,T.L.,361 

BUEHLER, H.J.,19288 

BULLOCK,T.H. ,22749 

BURG,A.B.,20791 

BURNS ,5942,18392,27614,31614; chemical,5491-3, 
5871,5876-7,5881-2,5930,5952,6255,6295 6307, 
6526 ,9517,9519 ,9561,9564-5,11186,11189,11191, 
11341,11377,11381,11387,11390,13654,13660-1, 
13663 ,13668-9 ,13671,39708, pathology,6307, 
9529; phosphorus,4046 ,8724; therapy,1686 ,8724 

BURT,A.S.,22965 23055 

BURTON,A.C.,7911,11361 

BUSWELL,A.M. ,9424,11579 

BUTSCH,W.L. ,4331,6666 

BUTTER,6660,7916 

BUTYLPHOSPHATE, 2457 

BUTYLPHTHALATE, 11330 

BYERRUM,R.U. ,31267 

BYRNE,A.F. ,9527 

CABINS, PRESSURE see Aircraft 

CADMIUM, determination, 9526; toxicity,4033, 
23850 

CALCIUM hypochlorite ,9568 ,11439 

CALORIMETERS, 1698 

CAMELIA WORKS,Nurnberg,2455 

CAMOUFLAGE ,22337 

CANARY POX,1684 

CANCER, 1711,20479 ,31882,37789 

CANNAN,R.K. ,5902 

CAPARIT ,23595 

CAPILLARIES ,5871,22174 

CARBOHYDRATES, metabolism ,9530-1 

CARBON DIOXIDE, 11362,22954 ,26942,31613 

CARBON MONOXIDE, 6942,15641,22979-81, 
22988 

CARD SORTING TESTS,23055 

CARLISLE,R.C.,18622 

CARLOMAGNO, 28472 

CARLTON,E.A.,20757 

CARNEY , 28472 

CAROTENE, 22461 

CARPENTER,T.M. ,28613 

CARTER,L.F.,18677 \ 

CASEIN,1701 ‘ 

CASTOR, J.B.G. ,34857 

CATAIMSTS, 15641 

CATERPILLARS, 1684 

CATGUT ,2452,12762 

C-C-DIALKYL, 1683 

CELLS, 1684 

CELLULOSE ,2455-6,18393 

CENTRIFUGAL FORCES see Aviation, physiol.& 
pathol.effects 


CENTRIFUGE,5144,28951 

CEPHALIN, 25487 

CG see Phosgene 

CHANCROID,22148 

CHANUTIN, A. ,31268,31275 

CHAPANIS,A.,6948-50 

CHASIS,H.,15422-4 

CHEMICAL INDUSTRY in Germany ,227 ,237 ,238 ,240, 
241,244 246,248 ,249 252 ,919,1682,1683,1701,1711, 
1714,2047 ,2445 ,2447 ,3871,3887 ,6663 

CHEMICAL WARFARE see Gas 

CHEMICALS, injurious effects 6255 

CHEMISCHE FABRIK, Augsburg,3871 

CHEMISCHE-PHYSIKALISCHE VERSUCHSANSTALT 
Kiel,22461 

CHEMISTRY ,22130,31969 23579; in Germany ,1707, 
12644; in Japan,25487 

CHEMORECEPTORS ,23301,23851 

CHEMOTHERAPY, 4331,19278 , 19285 25636 ,31693-4 

CHINOLIN ,2447 

CHIRONWERKE, Tuttlingen,34019 

CHLORACETOPHENONE ,4509 ,6278 11339 20757 

CHLORAMINE,23595 

CHLORARSINE see Arsines 

CHLORIDES 5576,9532; determination ,4040-2 

CHLORINE, 1698 ,9568 ,11439 ,15424,27242,27623, 
31863 

CHLORLAKTON ,2447 

CHLOROBENZYL,20466 

CHLOROETHANE,22150 

CHLOROETHYLAMINE, 5948 ,27612 

CHLOROETHYL SULFIDES AND RELATED WAR 
GASES , 1698 ,4230,5491-3 ,5864 5871 ,5874-7 ,5881- 
2,5917 ,5929-30,5936 5948 ,6261,6276,6288 6295, 
6307 ,6520-1,6526,6533 ,9422,9508-9 ,9516,9519, 
9523 ,9530-1,9552,9561,9564 8566,9568-70,9576, 
11185,11345,11377,11381,11387,11436,11438, 
11445,11558 ,13666,13668-9 ,15391,15763,18622, 
20577 ,20789 ,22168 ,27613 ,27617-23 ,31006,31268, 
31271,31275,37789 

CHLOROFORMOXIME, 5902 

CHLOROPHENOLINDOPHENOL, 1698 

CHLOROPHENYL CHLOROETHANE (DDT),4036-8, 
4043 4045, 15636, 15638 19258 

CHLORPICRIN, 11446 

CHOLERA, 1684 ,15166,31967 

CHOLESTEROL,31275 

CHOLINE, 13741,22748 ,23854 

CHOLINESTERASE ,9524 ,9554 , 18624 ,22749 ,23853-4, 
32520 

CHOREA, 1688 

CILIONAL,2447 

CIVIL AFFAIRS GUIDES, 16949 ,18563 

CK see Cyanides 

CLAMPS, 18636 

CLARE, V. ,9523 ,18625 

CLARHAND, 1698 

CLARK,R.E. ,20286 

CLAUBERG,K.W.,1696 

CLOTHING, impregnated,19258 ,23043; oil-treatment, 
18957; protective,1579 3887 ,5102,5109,5166,9514, 
10396, 12616 ,22974,22990,25522 

CN see (here) Chloroacetophenone 

CNCI1 see Cyanides 

COATINGS, protective,22972 

COBALT ,11382,11384,11442 

COCCIDIOIDES IMMITIS, 19284 ,19298-9 

COCCIDIOSIS , 1684 

COCKROACHES, 9532 

COERMANN,36448 

COHEN, B. ,5864 

a ee protection, 
5102 

COLEMAN, G.H. ,27397 

COLLAGEN, 28568 
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COLLINS, J.T. ,28470,28472 
COLOPHONY , 2457 
COLOR BLINDNESS ,36663 
COLOWICK,S.P. ,5874 
COMMUNICABLE DISEASES, 12866 
COMMUNI, 13804 
COMPARATORS,20077 
COMPOUND 12, 1698 
COMPOUND 1120 see Chloroethyl sulfide and relat- 
ed war gases 
COMPOUND 1130 see Chloroethy! sulfide and relat- 
ed war gases 
COMPOUND 1149 see Chloroethy! sulfide and relat- 
ed war gases 
COMROE,J.J.,jr.,9507 
COMSTOCK,C.C. ,18622 
CONJUNCTIVITIS , 13668 
CONOSTY LI, 2454 
CONCUEST,V. ,248 
CONSOLAZIO,W.V. ,22954 ,22979-80, 23037 ,23061, 
23068 
CONSORZIO NAZIONALE CANAPA,17555 
CONTAINERS ,22144 
CONVALESCENCE, 18679 ,23275,27566 
CONVULSIONS, 11342 
COON,J.M.,5902 
COOP, I.E. ,7916 
COPPER,31689 
COPPER SULFATE, 26938 
COREY,E.L. ,22974 ,22982-3 ,23440 
CORI,C.F.,5873-4 
CORIELL,L.L. ,19279,19290 
CORNEA, tattooing, 1696 
COSTELLO,W.,31613 
COWGILL,G.R., 18832-3 
CRAIGHILL,M.D. ,20766 
CRAVER,L.F. 37789 
CRAWFORD,B.,5929 
CREME N,28951 
CRESCITELLI,F.N. ,4037 ,23853 
CROMARTIE,W.J.,229,274 
CROSSLEY ,M.L. ,22338 
CULLUMBINE,H.,6662 
CURARE, 1685 
CURTIS,F.J.,237,240 
CYANIDES, 1698 ,637 1,9423 ,9518 9522 9528 9576, 
11182-3 ,11382,11584,11442,11447,11548, 
11550-3 11557 ,18625,20766 ,20791,23849 26938, 
27615-6,31269 
CYANINE (Neocyanine) 31614 
CYANOARSINES 4509 
CYANOGEN CHLORIDE see Cyanides 
CYANPYRIMIDIN ,2447 
CYSTEINE, 11384 22962 
DAGGETT,D.W. ,4331,6666 
DAHNE,G., 1684 
DAIRY INDUSTRY in Germany 6660,7916 
DAKIN’S SOLUTION ,27242 
DAMON, A.,6936-7 
DANSER,J.F. ,28495,28567 
DAVIS,F.B.,18681 
DAVIS,F.E. ,237,240 
DAVIS, F.H, ,22986 
DAVIS,H. 19786 
DAVIS,M.I.J.,9564,11380,11444 
DAY,P.,11548 
DDT see Chloropheny! chloroethane 
DEAFNESS, 19786 
DEATH, cause,5929 ,6272,22793 
DECOMPRESSION see Air, pressure 
DECOMPRESSION CHAMBERS, 16792 
DECONTAMINANTS see Gas, poison 
DECUBITUS ,2446 
DEFANDORF,J.H.,13670 
DELOUSING see under Pediculi 


DEFICIENCY DISEASE, 1684 
DEICHSEL,1711 
DEI POLLG. ,1694 
DEMENTIA PRAECOX,1694,39512 
DENAZIFICATION , 18563 
DENECKER,H. ,4321 
DENGUE, 1684 15166 
DENTAL INDUSTRY in Germany,1048 ,15413 
DENTIFRICES , 2454 
DENTISTRY ,31968; in Germany 357,539,947 ,1048, 
1786 
DEP see Fluorophosphates 
DERMATITIS VENENATA, 22972 ,25525,37801 
DERMATOLOGY in Germany,13080 
DERMATOPHYTOSIS see Mycosis ,cutaneous 
DERMOFLUOROMETERS , 23034-6 
DESALINATION KIT ,22986 
DETERGENTS 5491 
DEUTSCHE FORSCHUNGSGEMEINSCHAFT, 
20504 
DEWING,T. ,23817 
DIAGNOSIS ,37059 
DIATHERMY , 1686 ,1694 
DIATHESIS, HEMORRHAGIC ,8102 
DIATOMITE FILTERS, 23402 
DIBROM see Bromide & Bromine compounds 
DIBROMOSA LICY L ,22446 ,25636 
DIBUTYL PHTHALATE, 11330 
DICHLORARSINE see Arsines 
DICHLOROFORMOXIME, 5902 
DICHI.OROPHENOLINDOPHENOL, 1698 
DIETHY LAMINOPENTANOL, 28895 
DIEKE,S.H.,20788 © 
DIET & DIETETICS, 1698 ,11190 
DIENER, Tuttlingen,34019 
DILL,D.B.,201,5111,5114,5141 
DIMETHYL PHTHALATE, 11327,11329 ,19258 
DINA see Nitroxyethyl nitramine 
DIPHENOLLISATIN, 1676 
DIPHENYL CHLOROARSINE,4509 
DIPHENYL CYANOARSINE ,4509 
DIPHTHERIA, 25636 
DISINFECTANTS ,1711,23595 
DISPENSARIES see under Hospitals 
DITHIOGLYCEROL,9515,11386 
DITHIOLS see Mercaptopropanol 
DITTMAR,O.,4331 
DIVERS ,22987 ,23439-40 
DIXEY,H.S. ,1048 
DIXON,T.F. ,2043 ,6663 
DM,20585 
DOERING,H. ,16792-3 
DOESCHER,R.N.,20791 
DOGS ,trained,6002 
DOLANTIN, 28951 
DOMAGK, 1683 ,1702 
DORER, 12635 
DORR,1711 
DOWN,G.M. ,34019 
DOWNS,C.M.,19282 
DRAEGER,R.H. ,22874 
DRAEGERWERK , Lubeck,380 
DRAGENDORFF PAPERS,9566 
DRAINAGE, surgical ,2446 
DRAWINELLA,3887 
DRESSINGS ,2448-9 ,2452,2454 2456-7 2459-60, 
3872,13810 
DRINKER, K.R.,28613 
DRUG INDUSTRY in Germany 237,241,248 ,919, 
1676,1682-3,1701,1711,1714,2445,2447,2457, 
6663-4 7935 ,22446 23817 ,28895,28951; in Hol- 
land,228 
DRUGS, 1698 ,1702 3065 ,3214 ,6943 ,9420,20466; 
galenicals,1858; half-life period,31266; 
Japanese,18631; therapeutic index,31266; 





ams Pewee 














toxicity ,6662 

DRUMMETER,L.F. ,jr.,31274 

DTH,11186 

DUBOIS, K.P. ,31689 

DUFFNER,G.J. ,23042 

. DUGGAN, T.L.,23038-9 

DUKE. ELDER,4331,6666 

DUMKE,P.R.,9507 ,9513-4 

DUPONT Co.,5953-4 

DURA MATER,1694 

DUTCHER,R.A.,1248 

DYES ,22341 

DYSENTERY , 1689 , 1696 ,1702,20819 ,25636,31967 

DZIEMIAN, A.J. ,9519 ,9530-1,9572, 11378 ,11446 

EARLY,R.L. 19285 

EARS, anthropometry ,6937 

ECONOMICS, 18759 

ED see Gas, poison 

EDEMA, 1688 ,}698 

EDUCATION,MEDICAL in Germany ,253,357 ,361, 
540,1050,1786 4284 4331 4340 6666 

EDWARDS, E.P.,5520 

EGE,J.F.,jr.,22988 

EHRENFELD,D.,6322 

EICHER,M. ,23035-6 

EIGELSBACH,H.T.,19280 

ELASTOPLAST ,2454 

ELBERG,S.,5520 

ELDRIDGE,W.A. ,6265,20577 

ELECTROACOUSTICS ,3€448 

ELECTROCHEMICAL INDUSTRY in Germany ,3887 

ELECTROLYTES,9508 

ELECTROMETRIC METHODS ,4040-2 

ELECTROTHERAPY APPARATUS,1703 

ELEPHANTS, diseases, 1684 

ELEY,R.C.,240, 1686 ,4331,6666,11384 

ELLIS,W.J.,20466 

EMDA,Frankfurt,15413 

EMOTIONS, ,34115,39512 

EMUSLIONS, 18957 

ENCEPHALITIS, 1688 ,1694 , 18767 ,20504 ,31967 

ENDAMOEBA HISTOLYTICA , 1684 ,23402 

ENDOCARDITIS, 1698 

ENDOCHIN , 2447 

ENGELHARDT,A.,1686 

ENGLEY,F.B.,jr.,19281 

ENZYMES, 1698, 1701 5873-4 ,9521,31006 31689 

EOSINOPHILS, 1684 

EPENDYMA , 1694 

EPIDEMIOLOGY ,15166; in Germany, 12866 

EPILEPSY ,1025,1139 ,1688 ,1694 

EPSTEIN, J.,4040-2 

ERWAY,W.F.,31689 

ERYTHROCYTES, 19292 ,23061,23575 

ESCHER,D.D.W.,31269 

ESERINE,32520 

ESSIGESTER SOLVENT ,2457 

ESTROGEN PREPARATIONS, 1676 

ESTROGLANDOL,]676 

ETHNOLOGY, 18759 

ETHY LAMINOPENTANOL, 28895 

ETHYL DICHLORARSINE see Arsines 

ETHY LENE, 5934 

EUBASINUM see Sulfapyridine 

EUCERINUM, 2454 

EUDRES,G. ,2452 

EULANS,22338 

EUPATIN, 1702 

EUSTIS,W. ,2452 2454-7 ,2459-60,3872,13810 

EXCRETA ,20772 

EXERCISE,7911,9555,11361 

EXPLOSIONS ,5165-6,11439 ,19786,22793 ,22968, 
22973-4,22982-3 ,23439-40 

EXPLOSIVES ,6662,37801 

EXPOSURE see Cold; Shipwreck 


EXTRAPYRAMIDAL TRACT, 1694 

EXTREMITIES, ARTIFICIAL ,2446 2448 ,2459 ,13810, 
23220,32549 

EYELIDS, spasm,11386 

EYES, accommodation & refraction,5110,5117 ,6948, 
6950,16459-60,22461 ,22977-8 22984 ,23041,23047, 
23049-50,23072 28539 31614; effect of radiations, 
16147; hygiene,9560; medication,4510,8723, 
9515-6,9551,9565, 9569 9574 11386, 11436, 
11438; pathology ,9552; wounds & injuries, 
4510,9516,9551,9557 9563 ,9565,9569-70, 
9574 ,9576,11436,11438 27617 

FACE, anthropometry ,6936 6951 6962 

FARBENINDUSTRIE, 237-8 ,240-1 244 ,246 248 252, 
919 ,1682-3,1701-2,1708 ,1711,1714,1716,1721, 
2445 ,2447 ,7935,22446 ,23817 ,28951 

FARLOW,M.W. ,5952 

FASSBIND-KNAPP,D.,1696 

FASTIE,W.G. 31274 

FATIGUE,20286 

FATS,274 

FAULEY,C.B, ,23064 

FEEBLEMINDEDNESS,1694 

FELL,R.R. ,11339,11388 ,27619 

FELT see Wool felt 

FERGUSON, R.L. ,9519 11342 ,22150,27615-7, 
31270-1,31863 

FERRIC HYDRATE,13671 

FERRIS,D.H.,19300 

FERROUS SULFATE,11384 

FETALCOL, 1698 

FEVER, trench,22446 

FIBERS, acetate staple 3887 

FIEDLER,J.G.,23043 

FILARIASIS, 1684, 15166 

FILTERS ,23510, See also under type of filter 
as Diatomite filters. 

FIREPROOFING , 22338 

FIRES ,11439 

FIRST AID ,6255,6336 ,9575,11186,11189,11191, 
12645, 13654 ,13661,13663 ,13671,18640 

FISHER ,M.B. ,23054 ,23069 

FISKE,A.H.,919 

FLAME-THROWER ATTACK see Burns 

FLAX INDUSTRY in Germany,17554 

FLEAS, 1684 

FLEISCHER, B.,1686 

FLIES, 1684 ,1689 ,19258 ,23301,23851 

FLUIDS ,9508 

FLUORESCENCE, 23034 ,23036 

FLUORIDES,1698 

FLUORINE COMPOUNDS , 5864 

FLUOROACETATES, 5873 ,9554 ,11338 [9505 

FLUOROPHOSPHATES ,9521,9524,11549 13741, 
18624 ,22748-9 ,23853-5,27624 32520 

FOGLER,M.F.,240 

FOOD,23274; canned,18832-3; contamination,9553, 
18625; emergency,23065; preservation, 1684; 
supply ,274,--in Germany, 1698 

FOOD & DRUG ADMINISTRATION, 11331 

FOOD INDUSTRY in Germany,15416 

FOOT, trench foot 5102 

FOOTGEAR, see Shoes 

FORGACS,J .,19296 

FORSCHUNGSINSTITUT f.Chemotherapie ,20819 

FOSSBINDER,R.J.,1246 

FRACTURES, 1693 ,2446 4331 

FRAMBESIA, 15166 

FRANKFE,H.,4331 

FRANKLIN,R.C. ,20794 

FREEMAN,M.E., ,239 

FREITAG,36423 

FRIDELL,H.,31882 

FRINGS, H.W. ,9532,23301,23851 

FRITZ PROCESS ,6660 
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FROGS ,26942 
FRUTON, J.S. 5881 
FUGITT ,C.H. ,22960-1 
FUHR, I. ,9422,11553,11557 
FULTON,G.P. ,5109 
FUNGICIDES , 252, 1683 ,6645 22338 ,23038-9 
FURANS, 12635 
GAERTNER, K.,1696 
GAETHGENS,G.,8102 
GALDSTON,M.,4039 ,9567 
GANGLION, basal,1694 
GANGRENE, 5491; gas, 1684,1702,11347 
GAS, poison, 1698 ,4039 ,4046 ,4197 ,4230,4232,4340, 
4509- 10,4926 5491-4 ,5569 ,5576,5593 ,5864,5871, 
5874-7 ,5881-2,5908 5917 ,5927 ,5929-30,5936, 
5948 5952-3 6002 ,6255,6261 ,6265,6276,6278, 
6288-9 ,6295 6307 ,6320,6328 ,6336,6371,6520-1, 
6526 6533 ,6662,6816 9420-4 9505 ,9508-9,9515-9 
9521-3 ,9525,9528 ,9530-1,9551-4,9557,9561, 
9563-6 ,9568-70,9572,9574-6,11182,11184-6, 
11189-91,11339,11341-2,11344-5,11377,11380-1, 
11383-4,11387,11390,11436-9 ,11442,11445-7, 
11548 ,11550-3,11557-8, 13654, 13660-1,13663, 
13666 ,13668-9 ,13671-2,13674,13676,15391, 
15422-4, 15763 ,18622,18624-5,19258 20577, 
20585 ,20757 ,20766 ,20789-91,22130,22150, 
22168 ,22174,23037 ,23060,23849 ,25360,27611-3, 
27615,27617-23 ,31268-71,31273 ,31275,31863, 
39708 
GAS CHAMBERS, 5569 ,5593 ,5908 ,6289 9525, 
11561 
GAS MASKS see Respirators 
GAS METERS,6289 
GASOLINE 5927 
GASSENMEIER,28895 
GAUDLITZ,K.,1717 
GEBRUEDER BERCHTOLD,Tuttlingen,34019 
GEBRUEDER MARTIN, Tuttlingen,34019 
GEE,L.L.,19283 
GEILING,E.M.K. ,5569 ,5593 ,5902 
GEMMILL,C.L. ,22960 
GENITOURINARY TRACT, disease, 1686 
GEOGRAPHY, MEDICAL, Africa,15163; Caribbean 
Sea area,15164; Central America, 15164; Far 
East,36979; Korea,20776; Mediterranean Sea 
area, 15165; Red Sea area,15165; Persian Gulf 
area,15165; Ryukyu Islands,36980; South Ameri- 
ca,15164; Uganda,19102; world maps,15166 
GERHARDT, P., 19283 
GERMANY. REICHSFORSCHUNGSRAT , 12762, 
12850-1,12863 ,13866,13080,13168-9,13199,13351, 
13352,18231,18759; Mitteilungen, 18392 
GERMICIDES, 1714 ,23595 
GERSTELL,R. ,23071 
GESELLSCHAFT f. ELEKTROCHEMISCHE INDUS- 
. trie,Munich,3887 
GESTALT psychology ,23165,32725 
GIBSON,J.J.,18682 
GILBERT,F.J.,31613-4 
GILLETTE,R.,20789 
GILMAN, A.Z. ,4033 4036-8 ,9508-9 , 18624 20792, 
23850,23853 ,23855,27624 
GILPIN,B.B., jr .,11387,11445,13668-9 
GINSBURG,T.H. ,11182,11184,11190,11342,11344, 
11346,11379 11437 ,11439,11446-7 , 13664, 13676, 
27617 ,27623 
GINZLER,A.M. ,9517 ,9522,9529 ,9564,11445,27615-6 
GISH,F.B. ,11378, 11437 ,11446 
GLADIOLI,23274 
GLASSES, antiglare,23056; binocular ,23045; pro- 
tective ,23032 
GLAUCOMA, 27624 
GLENK,M., 1696 
GLUCOSE SOLUTIONS, 11437 
GLUECK,B.C. ,1051 


GLUTAPASTE,2454 

GLYCEROL,9515,11386 

GLYCID,2447 

GLYCOL,5494 

GODDARD,R.F. ,22150 

GOENNERT,R., 1683-4 

GOERING, 12850 

GOGGLES see-Glasses, protective 

GOLDEN 28472 

GOLDMAN,D.E, ,23031 

GOLDWASSER,E. ,4197 

GONOCOCCI,1702,22147 

GONORRHEA ,22147 

GOODBAN,,F.R. ,27242 

GOODMAN, L.,11438 

GOSHORN,J.C. ,20642 

GRAEF,I.,5936 

GRANT,C.W. ,23059 

GRAVITY ,5111-2,5144 

GREAVES,F.C. ,22968 ,22973-4 22982 

GREENBANK,G.R. ,25522 

GRESFORD,G.B. ,20466 

GRESH,I. ,23037 

GRETHER,W.F.,15512-3 

GRIFFIN,D.R. ,16147 

GRINKER,R.R.,1052 

GROESBECK,W.M. ,20617 ,25525 

GRUMBACH,L.,27618 

GRUNDFEST ,H.,22749 

GUAIACOL, 1676 

GUBERMAN,E.A. ,11436,9563 

GUNNERS, 16459-60,18325 

GUNS ,5165-6 

GUTH,O. ,27242 

GYMNASTICS, 11361 

GYNECOLOGY, 1696 

H see Chloroethyl sulfide and related war gases 

HAAGEN,E. ,20503-4 

HABS,538 

HAENSEL,1711 

HALL,C.R. ,1048,15413 

HALL,F.G.,5142 

HALL, J.R.,jr.,6942-3 

HALL,S.A.,252 

HALLERVORDEN,J.,1688 

HALLERVORDEN-SPATZ DISEASE, 1688 

HAMILTON, J.G. ,6521 

HAMMER, 2448 

HAMMER, F.,2452 

HAMMER, Hamberg,2452 

HAMMOND, C.W. ,9527 

HAND, ARTIFICIAL ,2446 

HANSAPASTE,2454 

HARDENBURGH,M.R. ,11388 

HARRIS,B.L. ,22168 

HARRIS,J. ,5864 

HARRIS,J.M. ,1779 

HARRISON, A.E, ,9563 ,11383-4,11436,11442 

HARTLEY,E.L.,12056-7 

HARTMANN,M. ,2460 

HARTMANN, P.H. ,2460 

HARTMANN, Frankfurt ,15413 

HARTMANN, Heidenheim ,2448 ,2460,3872 

HASENJAGER,T.,1694 

HASTEDT ,W.,1684 

HASTINGS,D.W.,1051 

HAUPTNER, Solingen,34019 

HAYTER,R, ,23042 

HAYWARD, A.E, ,19294 

HC see Hexachloroethane 

HCN see Chloroethyl sulfide and related war gases 

HD see Arsines 

HEAD, anthropometry ,6962; wounds & injuries, 
1688 ,1694 

HEADGEAR, 10396 
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HEALTH PRECAUTIONS ... Africa,15163; Central 
America,15164; Mediterranean Sea area,15165; 
Persian Gulf area,15165; Red Sea area,15165; 
South American and Caribbean Sea area,15164 

HEARING ,36448 

HEART, insufficiency,16785; disease, 1698 ,15422; 
innervation,4037; physiology ,9507 

HEAT ,9558; hygiene,5157 

HEATON,C.D. ,5934 

HEAT-RASH,31613 

HEBERT , 28472 

HECHT ,28895 

HEIDELBERGER,M. ,25494 

HEIM,J.W.,5113 

HELBERGER,J.H.,19629 

HELM,J.D. ,jr.,9509 ,9512,9555-6,9559 

HEMOGLOBIN, 1684 ,23849 ,31269 

HEMOPOIETIC SYSTEM,15391,27620 

HEMORRHAGE, 1688 ,6943 

HEMP INDUSTRY in Germany,17554; in Italy,17555 

HENDRICKSON,R.M.,31613-4 

HENKE, Tuttlingen,34019 

HENKELS, Solingen,34019 

HENLEY,F.M.,20585 

HENNEBERG,N.,1686 

HENNING,N. ,4331 

HENNING PATENTS,2442 

HENSCHKE, 4331 

HENRIQUES,F.C. ,jr.,5917,5930,5942,6533 

HENSON, M.,23031 

HENZE,C. ,229 ,235,274,358 

HEPATITIS CONTAGIOSA see Jaundice,catarrhal; 
Liver, disease 

HEPWORTH,H. ,7935,28951 

HERRIOTT,R.M. ,31006 

HEXACHLOROETHANE, 22150 

HEXAMETHYLENE TETRAMINE,20790,11379 

HEXANITRODIPHENY LALANINE, 5927 

HICKAM,J.B.,5165-6 

HILL,M.L.,27614 

HIMMELFARB,S.,9513-4,9528 ,11377,11381,11390 

HIPPOMANE, 25525 

HISTAMINE dichlorohydrate,1676 

HN see Chloroethyl sulfide and related war gases 

HOCHBERG-LAMER GENERATOR, 15636 

HODGES, K.C. ,15636 

HODGKIN’S DISEASE,37789 

HOFFMAN,C.M. ,2454 

HOFFMAN,H.D.,1390 

HOFFMAN-LAROCHE,Grenzach, 1676 

HOGEBOOM.,G.H. ,5491-3 ,5871,5877 

HONNIG,G.R. ,25487 

HOOKWORM INFECTION, 1684 

HOPCALITE,15641 

HORACK,H.M.,241 

HORMONES, 1676,1714,19408; melanophore,3}614 

HORNBERGER,,W.,16792 

HORSEF LIES ,23301,23851 

HORSLEY,C.B. ,27443 

HORSTERS,H. ,23260 

HORTON,H.J. ,9518 

HORTON, R.G. ,22748 

HOSKINS, E.L.,1048 

HOSPITALS, cancer ,37789; dispensaries ,19183; 
in Germany,361,2446,4283 ,4331; in Japan,23314; 
34855; in Ryukyu Islands,36980; in Vienna,2446; 
infectious diseases,18957; military, 18634,34855; 
naval, in Germany,23079; psychiatric,37060; 
shipboard,18631; sports,4331; tents,28787; under- 
ground,2446 

HOUCK,C.R. ,5929 5948 

HOUGHTON, F.C. 22981 ~ 

HOUSEHOLDER, A.S. ,23165,32725 

HOUSTON, C.S. ,22955-7 

HOWARD,T.W. ,247 


HS see Chloroethyl sulfide and related war gases 

HUBBARD,R.,16147 

HUDGIN,D.E. ,8723 

HUDSON, H.E. ,9424 

HUNDERTMARK,A.,1684 

HUNT ,C.M. ,11547,22174 

HUTCHENS,J.O. ,5569 5908 

HUTCHINSON, J.B.,15416 

HYDROCARBONS, 19629 

HYDROCEPHALUS, 1694 

HYDROFURANS see Furans 

HYDROGEN peroxide, 13663 

HYDROPHOBOL,3871 

HYGIENE & SANITATION,1684; in Asia,36979; in 
Japan, 16949 ,20772,27087 ,36980; in Uganda,19102; 
military ,6322,16873; naval,22988 ,23042 

HYOSCINE ,23052-3 

HYOSCY AMINE, 23052-3 

HYPEROL,11189,11191,13661 

HYPERVENTILATION see Respiration, hyperpnea 

HYPNOTICS, 1714 

HYPOXIA see Oxygen, deficiency 

ICE BAG CLAMP, 18636 : 

ICORAL,2447 

IDENTIFICATION SYSTEMS,22125 

IDIOCY , 1688 

IMMUNITY ,11347,15163-5,20819 

IMPREGNOL,3871 

IMUS,H.A. 18325 

INDALONE, 11327-8 

INDOPHENOL, 1698 

INDUSTRY & OCCUPATION, diseases & poisoning, 
5906,11445,37801; hygiene,6322,7911,31890; 
medicine ,358 , 1686 ,1706,1719 ,6336,9576,12851, 
19183 ,22455 23273 

INFANTS, mortality ,8102 

INFECTION, 1702,18392; droplet ,18957; focal,1696; 
therapy,1714 

INFLUENZA, 1698 ,20466 ,20503 

INFRA RED RAYS,16147 

INGRAHAM, H.S. ,23070 

(INHALATION APPARATUS,9421 

(INJECTIONS ,hypertonic,11437 

INSANE, execution,4273 bs 

INSANITY ,37060,39512 

INSECT SCREENS,23033 

INSECTICIDES, 237 ,240-1,252,1701,1711,4043 4045, 
11324, 11326-7,11329 ,11331,15636,15638 ,19258, 
22338 ,22976 ,23043 

INSECTS, physiology ,23301,23851 

INSOMNIA see Sleep disorders 

INSTINCT ,39512 

INSTITUT f. Ernaehrung und Heilpflanzenkunde, 
Dachau,23274 

INSTITUT f. Hirnphysiologie,Neustadt,11362 

INSTITUT f. Hygiene,Strasbourg,20504 

INSTITUT f. Luftfahrtmedizin,Hamburg,3429 , 12645; 

INSTITUT f. Neurochirurgie,Berlin,2446 

INSTITUT f. Schiffs- und Tropenkrankheiten,Ham- 
burg, 1684 ,3430 

INSTITUTES in Germany,361 

INSTRUMENTS, 22126 ,22145 

INSTRUMENTS INDUSTRY see Surgical Instruments 
Industry 

INSULATION (of clothing) see Clothing,protective 

INSULIN, 23817 

INTERPUPILLOMETERS, 23045 

INTESTINES, bacteriology,1684; diseases,1696, 
31967; parasites, 1684 ,20776 

IODIDES,9566 

IODINE ,31267 

IRRITATION, 13670,22972 

ISATIN, 1676 

IVY,A.C.,23065 
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JACHOWSKI,L.A.,jr.,23033 KONIG,H.,16793 
JAGER,V.B. ,5875,27612 KONRAD,E.G. ,22990 
JAMES, V.L. ,23055 KOONTZ,A.R. ,6268 ,6295,6307 6319-20 
JAMIN, F.,1686 KORNEGAY,G.B.,19297 
JANDORF,J.,27615 KORTY,V.M. ,23439 
JANKER, 1686 KRACKOW,E.H. ,9422,11550-1,11553,11557,27613 
JAPANESE POWDER, 27242 KRAEMER,R. ,39034 
JARMAN,G.N. 6276 KREIDEWEISS, 20479 
JAUMANN, A.,1703 KRIETE,H.A.,9525-6 
JAUNDICE, catarrhal, 1698 ,4331,12866,31967 KROCKENBERG OPERATION, 2446 
JEFFCOTT,G.F. ,357,539 ,947 ,1786 KRUECKE,C.,1694 
JEGLINSKI,H.,23581 KRUEPE,M. ,23575 
JOHANSSON, K.R. ,19300 KRYPTON, 22987 
JOHNSON,A.P.,18676 KUENTSCHER,G. 1703 
JOHNSTON,A.M.,11185 KUENTSCHER NAIL see Fractures 
JOHNSTONE,H.F. 15638 KUENTSCHNER, 2446 
JOINT INTELLIGENCE OBJECTIVES AGENCY, KUHN, 1789 25636 
23220 KUHN, H.A. ,20585,25522 
JORDAN, 2446 KUHN,R. 12644 
JORDAN, H.E.,15391 KUHN, R.F. 1698 
JORDAN, J.,1686 KURTEN Solingen ,34019 
JUNG,H.,2447 KUSCHINSKY,G. ,4331 
TUNG,R.,1694,4331 LABORATORIES ,altitude,see Aviation ,physiological 
KABAT,E.A. ,25494 & pathological effects 
KAISER WILHELM INSTITUT,537 LACKMAN,D.B. 31694 
KAISER WILHELM INSTITUT ,Heidelberg,1248, LACTONES, chlorlakton,2447 
1372 LAGRAVE,D.R., 11547 
KAISER WILHELM INSTITUT f. ARBEITSPHYSI- LAMANNA,C.,30014 
ologie,358,1706,7911,22455,23273 LANDAHL,H.D. 31266 
KAISER WILHELM INSTITUT f. HIRNFORSCHUNG, LANDSTEINER,K.,6520 
537,1688,1694,4331 LANDWEHR,M.,1687 
KAISER WILHELM INSTITUT f. MEDIZINISCHE LANGE, E. 1686 
Forschung 1789 ,12644 LANGE-COSACK,H., 1694 
KAMM,W.F. ,18622 LAROCAIN, 1676 
KANOF,A.,5491-3,5877 LAROSAN, 1676 
KAPPAUF,W.E.,16459 LARYNGITIS, 13668 
KAREL, L. ,20790,20793-4 ,27446 LARYNX, cancer ,4331 
KARNOFSKY,D.A. ,5875,5936,37789 LAUGHLIN,R.C. ,9505,9515-6,9551-2,9557 9560, 
KEESER,E.,1684 9569-70,9576 
KEHOE,R.A.,1719 LAUSETO New,22338 
KEIDEL, 4331 LAZIER,W.A. ,4232,5952-4 6816 
KEMP, E.H.,18676 LEAD, 18832-3 ,22628 ,22988 
KENDALL,F.E. ,20077 LEAPER,P.J.,241 
KENNEDY,M.M. 5136 LEE,G. ,28613 ,28617,31956-8 
KENSLER,C.J.,11549 LEE,R.C, ,28613,28617 
KERN, J.G. ,227,249 LEE,R.H. ,22977-8 ,22984 23041 
KERCKHOFF INSTITUT ,8102 LEIBINGER ,Mulheim 34019 
KESSLER,A.,1684 LEIDENRATH, 1687 
KETENE,31273 LEIGHTY,J.A.,1246,1859 
KETHLEY,T.W. ,9525-6,11186,11189,11191,11377, LEISHMANIASIS, 15166 
11381,11390,13660-1, 13663 ,13666,27620 LEITCH,J.L. ,9423,11339,11343,11388 ,13676,27619 
KETONES, 1701 27622 
KHARASCH,M.S. ,6526,39708 LEPLEY,W.M.,18680 
KIBLER,A.L. ,6272,6278 ,25257 ,26937 ,26939 LEPP,H.,1694 
KIDD,J.G. ,6520 LEPROSY, 1684,31614 
KIDNEYS, 1696 ,20792 LETHANE, 11326 
KIKUTH,W., 1683 ,2447 LEUKEMIA,37789 
KINDRED,J.E.,15391 LEUKOCYTES, count,9519 
KING, B.G. ,23031,23054 ,23056 LEVINE,M.L. ,27600 
KIRCH,E.,1686 LEVINSTEIN MUSTARDS see Chloroethy] sulfide 
KIRCHNER & WILHELM;Stuttgart ,34019 and related war gases 
KLAUE,R.,1694 LEWISITE see Arsines 
KLEIDERER,I.C. ,248,22446 LIBET,B. ,5102 
KLIEWE,H. ,23595 LIBRARIES, MEDICAL in Germany,1390 
KLUGE METHOD, 23579 LIEBERMAN, J. ,22302 
KNORR Heilbronn, 15416 LIFE VESTS,22974 
KOBAYASHI,H.,20776 ° LIFLAND,J.E. 4042 
KOCH INSTITUT, Berlin,1101 LIGHT ,23041 
KOEGL,F.,1684 LIGHTING, 22977-8 
KOELLE,E.S, ,4033 ,9508 ,23850 LILIENTHAL,J.L.,jr.,22961 
KOELLE,G.B. ,4046,18624 ,22748 ,23853,23855,27624 LILJEGREN,E.J.,22966 
32530 LIME, chlorinated,9568 
KOHA,31614 LINTHICUM,E.S. ,6255,6265,6288 
KOLLER,G.,19408 LIPOIDS 25487 


KOMMERELL,4331 LIPPELT,H.,1684 
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LIPTON,M.A.,5593 

LISS,N.1. 9553 

LITTERS ,4926 22146 22958 

LIVER,amebic ab ,1684; di é 
extracts ,27620 

LOEVENICH,H.K. ,22461 

LOGAN,M.A. 11347 

LONGCOPE, Ww. T.,4039 13741 

LOOS,W. ,1684 

LOUCKS, R.B. ,15511,15515 

LOVELACE,W.R. II, 251,,380,6927 ,6929 

LOWELL,A. ,20077 

LOZNER,E.L. ,22959 ,23057 ,23061-3 

LUBRICATING OILS see Oil 

LUCKIESH-MOSS-AAF CHARTS,6949 

LUDEWIG,S. ,31268 31275 

LUERS,T.,1694 

LUETSCHER,J.A.,4039 

LUFT ,22302 

LUMINESCENT SCREEN, 1686 

LUMINOPHORES, 2046 

LUNGS, diseases,15422; edema,6268 ,6319-20,15422 
27615; pathology, 1684,11346,31275; wounds & in- 
juries,5906 4 

LUSHBAUGH,C.C. ,5902,5906 51273 

LUTEIN 22461 

LUTTER, 2447 

LUTZ,H.W.,16784-5,16787 

LUYKX,H.M.C. ,23052-3 

LYMPH,20504 

LYMPHOGRANULOMA VENEREUM, 1684 ,31693-4 

LYMPHOMA ,37789 

LYMPHOSARCOMA ,37789 

LYON,G.M. ,11382 

M-1, see Gas, poison 

MAASKE,C.A. 5144 

McBERTY,F.H. ,22628 

McCARTHY,C.L. ,239-40,358 ,361,540,1785 4284 

McDONALD,G.C. ,7816 

MACE, D.L. ,9553 ,9565,9568 ,11439 13674 

McELROY,O.E. ,11186,11189,11191,11344, 
11377 ,11381,11437,13660-1,13663 ,13666, 
27623 ,37789 

McFARLAN,C.W.,6371 

McGRATH, F. P, ,4042,11550-2, 11558 

McKEE,R. Ww. ,4230 

McLEAN, F.C. »5569 5593 

McLIMANS,W.F.,23059 

McMASTER, P.D. ,5491-3 ,5871,5877 

McNAMARA,B.P. ,4044,9508 9563 ,11186,11189, 
11191,11383-4,11386 11436 ,11442,13660,13663 
22748 ,23855 

MACY,R. ,22168 

MAISON,G.L. 5144 

MALARIA, 239 ,538 , 1686, 1688 ,3430,15166,31614 
avian,1684; carriers,1684; diagnosis, 1684; 
immunity ,18633; metabolism,1684; plasmodium 
1684; therapy ,238 ,246,1684,1708,1711,1716, 
5900,23034 ,23036,27397 ,28951; transmission, 
23057 

MANCHINEEL TREE,25525 

MANETOL, 2447 

MANGANESE DIOXIDE, 15641 

MANGUN,G.H. 22150 

MANIKINS, 6954 

MANN, J.T.W. ,2043 6663 

MARBARGER,J.P.,6928 

MARKSMANSHIP, 16459-60,18325 

MARQUAND,C.B. ,9525,11186,11189,11191,11341, 
11377,11381,11390,13654 ,13660-1,13663,13666, 
13671,27621 

MARRIOTT,H.L. ,1859 

MARSTON, E.L. ,4230 

MARTIN, E.E.,5144 

MARTINI, E. ,1684 





,1698 4331; 


MASSACHUSETTS INSTITUTE OF TECHNOLOGY 
22662 ,28568 

MATHIESON,D.R. ,22958 

MATTHIASS, 1687 

MAUSS, 1683 

MAYTHALER,F., ,4331 

MAZUR,A., ,9521,9524,9554 

MEAT, contaminated,9553 

MEDICAL EQUIPMENT ,13199; Japanese, 18631-8, 
18640,22125-6,22130,22144-6 28495 28567 

MEDICAL KITS,2961,6336 9575, 18633 ,18640 

MEDICINE, in Germany,229 235,247 ,361,1246, 
1248 ,1684,1686, 1688 ,1698 ,1702-3 ,1786,1859, 
2446 ,12863 18392, 18563 ,23365; in Japan, 13804, 
31613; in Netherlands ,1859; research see Re- 
search, medical 

MEESON, 11362 

MEHLER, 23586 

MEIKLEJOHN,G. ,31693-4 

MEISER, 1683 

MELANOPHORE HORMONE, 31614 

MENINGITIS 1688 ,1694 

MENINGOCOCCI, 1702 

MENK,W.,1684 

MENSTRUATION, hygiene,2455-6 

MENTAL DISEASES, 1694 ,4283 ,37060,39512 

MENTAL TESTS, 18676-82,23055 

MEPACRINE,28951 

MERCAPTOPROPANOL,4033 ,5494 5877 ,5917, 
5952-3 ,6520,6816 ,9515-6,9551,9557,9563, 
9565 ,9574,11186,11383,11436,11444,11446, 
13654 23850 

MERCURIMETRIC METHODS 4042 

MERCURY chloride ,5576,26938 

MERCK ,Darmstadt 919 ,2043 ,6663 

METABOLISM, 5157 ,25362-3 ,26942,31613; 
calorimeters, 1698 

METCALF,H.,919 

METHEMOGLOBINEMIA see Hemoglobin 

METHENAMINE see Chloroethy! sulfide and re- 
lated war gases 

METHYL FLUOROACETATE,5873 

METHYL PHTHALATE, 11327,11329,19258 

METHYLAMINES, 1717 ,5936 

METHYLENE BLUE,23059 

METHYLENE NITRILE,2447 

METHY LENETETRAMINE, 11379 ,20790 

METZLAR,4331 

METZNER,S.,1684 

MEYER, F.A.,1686 

MEYER,A.E,.,1859 

MEYER,W.,20077 

MICHEL,BH.O. ,11183,13664 


- MICROSCOPY , 1684; electron,18392,19280 


MIGOZAI,31614 

MILDEW PROOFING, 22338 

MILES ADAPTOMETERS,22989 

MILIARIA, 1684 31613 

MILITARY MEDICINE, blood transfusion,37061; 
in Japan,31613; neuropsychiatry ,391,1051-2, 
4286, 12056-7,31970,37060; pathology ,1102; 
surgical technique ,4286; wounds, 1698 5165-6 

MILK, chemistry,25487 

MILLER, E.S, ,19278 

MILLER,G.E, ,6271,25360 

MINERALOGY ,13351 

MINES & MINERS, hygiene,7911,22081 

MINNING, W. ,1684 

MITCHELL,R.W.,jr.,23314 

MITICIDES, 19258 

MOHR, W. 1684 

MOHS,P.,2454 

MOLYBDATE ORANGE,22628 

MONRO,R.,10396 

MONROE, L.A. ,25636 
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MOONEY,J.J.,23038 
MORGAN, H.R. 19285 
MORGAN, J.E.,22987 
MORITZ,A.R.,5917 ,5930,5942 
MORSE, R.E.,20757 
MOSQUITOES, 1684 ,15636, 15638 ,22976 
MOTION SICKNESS ,23052-3 ,23069 
MOULTON, A.R. ,6268 
MOULTON, C.H. ,6319-20 
MOVEMENTS, 896 ,23052-3 ,23069 
MOVING PICTURES, 18682 
MUDROW,L. ,1683-4 
MUELLER,23579 
MUHLBERGER,M.,2460 
MUHLENS,P., 1684 
MULLER,L.R. ,1686 
MURRAY,H.M.L. ,37801 
MURRAY,R.L. ,227 ,249 
MURTHUM,J.,1696 
MUSCLES, pathology,11345; pharmacology ,23854; 
physiology ,23849 ,27618 
MUSTARD GAS see CMtloroethy] sulfide and related 
war gases 
MYASTHENIA, gravis,13741,18624 27624 
MYCOSIS,31613; cutaneous ,23038-9 
MYKOSEPT ,23595 
MYOCLONUS, 1688 
NACHMANSOHN,D. ,22749 
NAGY,S.M. ,5881 
NAIR,S.P.,34019 
NAPHTHOL, 22976 
NAUCK,E.G. ,1684 
NAUDAIN,G.G. ,9553 
NAVAL MEDICINE, in Japan,18631,31613-4, 
31967 ,31969; neuropsychiatry 31970 
NAVIGATORS, 18677 
NDR 602 ointment, 9516 
NEOCYAMINE, 13804 
NEOCYANINE,31614 
NEO-ULIRON see Sulfonamides 
NEPHRITIS, 1698 ,4331 
NERVES, wounds & injuries,1694 
NERVOUS SYSTEM, anatomy & histology,23165, 
23853; diseases, 18767; pathology ,359,1688, 
27616; physiology ,359 ,11362,22749 23165, 
23853 32725; surgery ,2446 4286 
NESUDIN, 1702 
NEURITIS, multiple, 1688 
NEUROLOGY in Germany,359,537,1688; institutes 
1688 ,1694 ,2446 
NEUROPSYCHIATRY 1051-2; in Germany,391,4286 
in Japan,31970; tests,12056-7 
NEUROSES & PSYCHONEUROSES, in armed forces 
personnel, 1052,12056-7; therapy ,37060 
NEUROSURGICAL INSTITUTE, Berlin,2446 
NEVILLE,G.A. ,11189,11344,11384,11442,27623 
NICHOLSON, H:C. ,34855 
NICKERSON,M.H. ,9523 ,9553 18625 
NICOTINIC ACID,1711 
NIGHT VISION ,6950,22461 ,22977-8 ,22984,23049-50, 
23072 ,28589 ,31614 
NIROSON, 22338 
NITRATES, amyl,27615 
NITRILES 2447 
NITRO COMPOUNDS,6271 
NITROBENZENE, 6271 
- NITROCHLOROHYDRATE, 1676 
NITRODIPHENY LAMINE, 5927 
NITROGEN MUSTARDS see Chloroethyl sulfide and 
related war gases 
NITTO VACCINE SERA LABORATORY Kyoto, 
22147-8 
NIYAMASENA, 1684 
NOETZEL,H.,1694 
NOISE, 12056-7,19786 


NOLLER,C.R, ,5934 
NOMENCLATURE, 37059 
NORDWARK WERKE,Uterson,919 
NORTHROP, J .H. ,6002,31006 
NUCLEOTIDES ,27620 
NUTRITION in Germany ,23274-5 
NUZIO,S. ,22955-7 
NYLON, 12635 
OCHLEBERG,M.J.,9575 
OESTERLIN,M.,1684 
OESTROGLANDOL,}676 
OIL,2454; inhaled,5906; T-13,18957; Turkey red, 
6295 
O’KANE,D.J.,19292 
OINT MENTS, 13670-1,31863; M-1,27600,28472; 
M-4,18622,27600,28472; No.82,13669; ophthal- 
mic,8723 ,9515-6 9565 ,9569 ,9574,11386,11436, 
11438; protective 4232 ,4510,6288 6816, 18623, 
27600 ,28427 ,28470,28472 
OLBRICH,H.,1793 
OLD AGE, 1694 
OLEFINS, 2047 
O’ NEAL,B.R. ,9532,23301,23851 
OPHTHALMOLOGY in Germany ,4331,6666 
OPPANOL,2457 
OPTICS, institutes ,28539 
ORGANON,Oss,Holland,228 
ORMSBEE,R.A. ,4230,6533 ,11330,11332,11338 
ORTHOPEDICS,2446; appliances 2446 ,2448 
OTORHINOLARYNGOLOGY in Germany ,6666 
OVARY ,hormones, 1676 
OVOGLANDOL, 1676 
OXIDATION-REDUCTION,31689 
OXIDES & PEROXIDES, 6526,11241,11390,39708 
OXIDIZING AGENTS,11341 . 
OXIMES ,5902 
OXO PROCESS ,2047 
OXY AMINOPHENYLARSINACETATE,2447 
OXY AMINOQUINOLINES , 2447 
OXYGEN, 1688 ,9528 ,15511,22954 27574; 
deficiency ,1025,1384 ,6926 ,6946 ,6948 ,16784-5, 
16787 ,16793 ,15512-3 ,22955-7 ,22961,23054-5, 
23061 ,23071,36448 39034; oxygen paradox, 
1025,1384; therapy ,8800,9567 ,11182,11184, 13664 
toxicity, 1025 ,1384,22962 
OXYGEN CANISTERS see Respirators 
OXYGEN SYSTEMS 15511 
OXY PHENYL-ETHANOL-METHYLAMINE, 1717 
PACE,N. ,22979-80,23061 
PAETZOLD,J .,1686,1703 
PAINT ,antifouling,1714 
PALATINOL,2457 
PAMAQUINE, 1684 ,28951 
PAPAYA,23060 
PAPER INDUSTRY in Germany,2455 
PARACHUTES see under Aviation 
PARASITES, 1684 ,20776 
he in Germany,1684; in Japan, 
PARATY PHOID,1702 
PAREDRINE, 23049 
PATCH TESTING see Anaphylaxis & Allergy 
PATENTS, 2447 ,2452,20819; Farbeindustrie, 
2445; Henning,2442 
PATHOLOGY in Germany,359,1102,1688,1702 
PATT,D.I. ,6928 
PATTERSON, L.A. ,5930 
PAVCEK,P.L. ,3429-30,13554 ,22455,22461 
PAVLIO,A.A. ,5953 
PD see Gas,poison 
PDA see Gas, poison 
PEASE,R.N. 15641 
PEDIATRICS in Germany 6666 
PEDICULI, 1684; delousing,23595 
PENICILLIN, 1372,6645,9527 ,13554,18392,19378 

















19285,28951,31614, 31693-4 

PENTANOL,28895 

PEPPEL,W.J.,4232,5952 

PERCEPTION, 16459 ,18325 23165 

PERMUTIT,23068 

PEROXIDES see Oxides 

PERKINS,M.E. ,5864 

PERRET,G.E. ,1694 

PERRY ,R.L.,6660 

PERSONNEL see Armed Forces Personnel 

PERSONS, E.L. ,4331,6666 

PETERS,G. ,1694 

PETRI DISHES, 28495 

PF see Fluorophosphates 

PFEIFFER,C.C., ,22972,23034-6 23068 

PFREMMER,J.,2448 

PHARMACOLOGY ,31266; in Germany,1682, 
1701-2,1858-9; in Japan,31613-4; in Nether- 
lands,1859; institutes 6662; methods,5900 

PHARMACOTHERAPY, 31266 

PHARMAKOLOGISCHES INSTITUT ,Berlin, 
6662 

PHELPS,H.J.,228 

PHENONES,31269 

PHENY LAMINES,5927 

PHENY LARSINACETATE,2447 

PHENY LCHLOROARSINE ,4509 

PHENYLCYANOARSINE,4509 

PHENYLTHIOUREA see Thiourea 

PHILIPS, FS. ,4033 ,4036-8 ,4045 9508 ,23850 

PHOSGENE,,4039 ,5902,9572,111862-4,11342,11344, 
11346,11378-9 11437, 11446 ,13664,13672,13674, 
15422-3 20617 ,20790,27446 ,27611,27623 

PHOSPHATES,39708 ,tributy],2457 

PHOSPHATIDES, 25487 

PHOSPHORUS, 4046 8724 27614 

PHOSPHORUS SMOKE,6328 9517 

PHOTOGRAPHY ,19300,22125; luminescent 
screen, 1686 

PHTHALATES, 11327 ,11329-30,19258 

PHYSICAL MEDICINE in Germany, 1686 

PHYSICS in Germany,13351 

PHYSIKA LISCH-MEDIZINISCHE SOCIETAT, 
1686 

PHYSIOLOGY ,1067-8; in France,158; in Belgium, 
158; in Germany,359; institutes, 388, 23273; 

PHYSOSTIGMINE, 27618 

PIGMENTS, 22628 

PIJOAN,M..22976 

PILOCARPINE 4044 

PILOTS see Aviation,tests 

PINSON, E.A.,5110,5117 ,6946 6948 6950 

PIROPLASMOSIS, 1684 

PITUGLANDOL, 1676 

“oa BODY, diseases, 1696; secretion, 
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PITUITARY PREPARATIONS, 1676 

PLAGUE, 1684 20617 

PLASMOCHIN _ 

PLASTICS ,388 

PLEUROPNEUMONTA, 1686 

PLEXIGUM,2457 

PLOTKIN,T. »31956-8 

PNEUMOCOCCTI, 1702 

PNEUMOCONIOSIS, 1686-7, 12851 

PNEUMONIA, experimental ,9527,31967; 
lipoid 5906 

POHLS,1683 

POISONS & POISONING, 1698 5927 ,5934,6520, 
6272,6662,9420,20792,23850,25357 ,25360-2, 
26937-9 2694227612; antidotes, 11382,11442; 
detoxification ,9521 

POLIOMYELITIS, 4331. 

POLYCYTHEMIA,23061 

POLYURETHANE, 12635 


POPULATION, 18759 

POSTURE, prone,6964 

POTASSIUM permanganate 9668 ,11439 

POTENTIOMETRIC METHODS ,4041 

POWDERS ,27242 

PRAECUTIN, 1698 

PRATT,C.L, ,380 

PRATT,H.J. ,9518,22748 

PRENTICE,T.M. ,23079 

PRESERVATIVES, 1711 

PRESSURE BREATHING see under Respiration 

PREVETOLS 22338 

PRICE,C.C. ,5900,11579 

PRIOVIT ,2447 

PROJECTILES,5165-6 

PRONTALBIN see Sulfonamides 

PRONTOSIL see Sulfonamides 

PROPIOPHENONE, 23849 ,31269 

PROSTHESES 2448-9 ,2459 ,4331,13810,23220, 
32549 

PROSTIGMINE, 1676,23854 

PROTEINS, 274,963 ,31006 

PROTOZOA, 1684 

PRUNSTER,R.W. ,37801 

PS see Chlorpicrin 

PSITTACOSIS,19285-6,31693-4 

PSYCHIATRY ,37060; diagnosis ,34115,39512; 
in Germany,391,1688; military ,23046 

PSYCHOLOGY ,32725; gestalt,23165; in Germany, 
12850; institutes,12850; military,16459 18325, 
18676-81,23046 

PSYCHOTHERAPY ,12850 

PTHYCOL,2454 

PUBLIC HEALTH in Germany,18563 ,23365; in 
Uganda ,19102 

PUBLIC HEALTH SERVICE CANISTER,20642 

PUPILS, dilatation & contraction,1694,9505 

PULSE,22455 

PYRAZOLIDINE, 1684 

PYRAZOLONE, 1684 

PYRIMIDINES ,2447 

QUINACRINE, 1684 ,23034 23036 ,28895 

QUININE, 1701,5900, 18633 

QUININE SULFATE,22962 

QUINOLINES,1711,2447 

RADAR OPERATORS, 18325 

RADIATIONS, 16147 31882; protection,31890 

RADIOACTIVITY ,5917 ,5930,22987 ,31882,31890 

RADIO-AUTOGRA PHY ,6521 

RADIOLOGICAL INDUSTRY in Germany ,27443 

RADON,31890 

RAFTS see Shipwreck 

RANDALL,F.E. ,6936,6951,6954 ,6964 

RANGEFINDERS, 16459 , 16460, 18325 

RASCHER,13199 

RASMUSSEN, L.H. ,9512,9555,9561 ¥ 

RATIONS ,23065,23274 

RATS see Rodenticides 

RAU,L. ,23260 

RAUSCH,W. 19445 = 

RAYON,3887 

RECORDS,MEDICAL,37059 

RECRUITS, psychiatric tests ,12056-7 

REDEMAN,C.E.,31273 

REED,A.B. ,25360 

REHABILITATION, 18679; of amputated,2446 

REICH,H. ,1693 

REICHENOW,E. ,1684,3430 

REICHSINSTITUT f. hearse | u. Verhtitung 
d. Staubl 12851 











REICHSINSTITUT f hologischf h u. 
Psychotherapie, 12850 

REIM,3429. 

REIN, H.,4340 

RELAPSING FEVER, 1684,1688,15166 
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RENSHAW, B.,5876,5927 
REPPE PROCESS,28895 
RESCH,J.A.,5171 
RESEARCH in Germany,13351-2,18231,18759; 
in Netherlands ,2042 
RESEARCH, MEDICAL in Germany,361,1688, 
4284 ,4340, 12863 ,13080,13199 ,13351,18231, 
18759 ,20503-4 ,23260,23273; in Japan,13804; 
in Netherlands,6645; institutes, 1248 ,1372, 
1789 
RESINS,1701 
RESPIRATION, 9513 ,22954-5 ,25362-3 26942, 
28613 ,31613; expired air ,23064; measure- 
ment,31956-8; pressure breathing,6926, 
6928-9 9528 ,13674 15422 ,22956-7,22961, 
23031 
RESPIRATORS, 6927-8 ,9507 ,9513-4,9555-8, 
20642 ,22960,22965 28613 ,28617 ,31956-8; 
headwound,9512,9559 ,10396 11317 
RESPIRATORY TRACT, diseases,1698 
REST HOMES,27566 
REYER,W. ,1684 
REYNOLDS,F.H.K. ,357,1786 
REYNOLDS,M.K. ,235 
RHEUMATIC FEVER,4331 
RHOADS,C.P. ,37789 
RHODA, 1698 
RIBAMIN 2447 
RICE,J.B.,248;1101,1718 
RICHARDSON, F.S. ,22337 
RICHARDSON, R.E, ,249 
RICHTER,C.P. ,20788 
RICIN ,20793-4,25494 
RICKETTSIA, 1684 
RICKETTSIAL DISEASES ,23059 ,3 1967 
RIETZ ,2447 
RIGBY,G.W. ,5494 
RIKER,W.F. ,jr.,23854 
RILEY,R.L. ,22961 
RIMMER,M.C. ,34019 
ROBERTS,F.H.,12635 
ROBERTSON,A.F.,23439 
ROBINSON, B.B. ,17554-5 
ROBITSCHEK,F.O. ,25636 
ROCHESTER UNIVERSITY Institute of Optics, 
28539 
ROCKWELL, P.O. ,20642 
ROCKY MOUNTAIN SPOTTED FEVER,25636 
RODENTICIDES, 240,252,11332,11338,19258, 
20617 ,20788 31267 


ROENTGEN RAYS,1703,27443; apparatus ,1703; 


protection,1703 
ROENTGENOGRAMS,22125 
ROESS LE, 22302 
ROESSLE,R. ,23260 
ROESSLER,W.G. ,19284,19289 ,19298-9 
ROGERS, R.P. ,9568 
ROHM & HAAS, Darmstadt ,227 
ROSE ,4340 
ROSE, E.L, ,4509-10 
ROSE,G.,1101,1689 
ROSEHIPS ,23274 
ROTARIU,G.J. ,5593 ,5902 
ROTHENBERG,M.A. ,22749 
ROUILLER,C.A. ,6336 
ROUSE,R.O.,jr.,6948 
ROWELL,J.C.,15636 
ROWELL,W.1J.,11438 
. RUBBERIZED ane 12616,13810 
RUFF,S. ,36663 
RUHKOPF ., 1684 
RUNNING,9555 
RUSSELL,A.D. ,6928 
RUTGERS 612, 11324,11327 


SA see Arsines 
SACHS,R. 1579 
SAFETY PRECAUTIONS,6322 
SAGROTAN,23595 
St. JOHN,E.,4036 
SALCOMINE,5927 
SALICYL COMPOUNDS, 1711,11387,22446,25636 
SALOMON, K.,18833 
SALTS,2447 
SALVES see Ointments 
SALYRGAN,6320 
SALZBERG, P.L. ,4232,5494,5952-3,6816 
SALZER,2447 
SANCHIS,J.M. ,9424 
SANDER, Munich,2457 
SANDFLY FEVER, 1684 
SANITARY NAPKINS,2455-6 
SAPATOXIN, 1683 
SATINA,1698 
SAVIT ,J.,4197 
SCARLET FEVER, immunity,1696 
SCHADE,H.A. ,1372,1382,1384 
SCHEIBE,H. ,1694 
SCHENCK,E.G. ,23275 
SCHICKEDANZ,G. ,2448 
SCHISTSOMIASIS, 1684, 15166 ,31967 
SCHLEEDE,A. ,2046 
SCHLESINGER,A.,8723-4 
ve uecpaeaenpteaenenanaademmamaner 
4 
SCHMIDT ,3887 ,22446 
SCHMIDT, I. 4340 
SCHMITT,C.G. ,19258 
SCHNEIDER, H. ,2446 
SCHNEIDER,K. ,39512 
SCHOFFSTALL,C.W.,17555 
SCHOB,F.,1688 
SCHOLZ,R.O, ,11324,11326-9, 11331 
SCHOOLS, hygiene in Japan,27087 
SCHOOLS,MEDICAL, in Germany,253,357,361, 
964 ,1050,1786,4331,6666; Goettingen,4340; 
Jena ,4284 ; Leipzig ,540 
SCHOPE,M. ,1694 
SCHREIBER, 12866 
SCHULEMANN,W.,239 
SCHULTE,W. ,1139 
SCHULTZ,F. ,1683 
SCHUMACHER, Spaichingen,34019 
SCHUTZ ,2447 
SCHWARTZ ,3429 
SCHWARTZ,R.P. ,32549 
SCHWARZ,E.E.,361 
SCHWEICKHARDT , Tuttlingen 34019 
SCIENCE, congresses,522 
SCIENTIFIC APPARATUS INDUSTRY see 
under Apparatus industry 
SCORPIONS, 1684 
SCREENS, 23033 
SDT, 1683 
SEASICKNESS ,23052-3 ,23068 
SEATTLE CARD SORTING TEST ,23055 
SEAWATER, desalination ,23068 ,22986 
SEDATIVES,1714 
SEISER,A. ,963 
SEITZ,C.P.,22955-7 
SELBACH,H. ,1694 
SELZER, 1683 
SENSORY ORGANS,23301 
SERICIN,19445 
SERUM, 1688 ,20450,31969 
SERUM-KONSERVE, 1698 
SEWAGE DISPOSAL, 16873 ,16949 20772 
SHAVER, J.S. ,22974 
SHELDON, H. D. »7816 
SHIKO,31614 


























SHILLING,C.W. ,22967 ,23045 

SHILS,M.E, ,9566 ,11342,11344,11346,11379, 
11437 ,27623 

SHIPS, hygiene,23042; PT boats,22988 

SHIPWRECK ,250, 12645 ,22973-4 ,23064-5, 
23068 

SHOCK ,250 

SHOES,5102 

SHONE,W.R. 34019 

SICK, see Wounded and sick 

SIEGMUND,H. , 1687 

SIEYRO,L.,1684 

SIGNAIGO,F.K. ,5953 

SIGNALS, lights,36663 

SILICOSIS see Pneumoconiosis 

SILVER,S.D. ,9420,11550-2,11561,31270-1, 
31863 

SILVER permanganate,15641 

SILVER peroxide, 15641 ‘ 

SILVERBLATT,E.,11190,13676 

SILVERMAN, L.,28613 ,28617 ,31956-8 

SIMON ,4331 

SIMON, A. ,2454 

SIMONS,H. ,2045 

SKIN, chemistry,31270-1; decontamination, 
4197 ,4232,6295,11381; diseases,13080; 
fluorescence ,23034-6; pathology ,5491-2, 
5917 ,5930,5948 ,6307 9564; permeability, 
5876 ,5881-2,6533 31863; protection,4232; 
sensitivity ,13169 

SKRIMSHIRE,G.E.H. ,23817 

SLEDGE,R.F.,13672 

SLEEP, disorders,1139,20077 

» SLEIN,M.W. ,5874 

SLOAN, H.,19258 

SMADEL,J.E.,237,240-1,244 

SMALLER,B. ,5136 

SMITH,D.P.,31956 ~ 

SMITH,H.W. ,5875,5929 5948 

SMITH,J.A.B.,7916 

SMITH,J.F.,3871,3887 

SMITH,P.K. ,5115,15513 

SMITH,S. ,538 34019 

SMOKE FILTERS,20585 

SMOKES see Gas 

SMYTH,G.E. ,537 

SN-7618 , 5900 . 

SNAKES, bites, 1684 

SNYDER,H.L. ,8800 

SNYDER, R. ,23034,23036 

SNYDER,T.L.,19281 

SOAP, 1698 ,1701,1711,2454 

SOBER,H.A. ,4040,4042,11552,11558 

SODIUM COMPOUNDS, 11447 

SODIUM amytal,23052-3; chloride,4042,5157,26938; 
cyanide see Cyanides; fluoroacetate see Fluoro- 
acetates; perborate,39708; phosphate,39708; 
succinate,9572 

SOLVENTS, 5491,11381 

SONNENSCHEIN,C.,1684 

SONTOCHIN ,28951 

SORBITOL,23850 

SOROMIN BRANDS, 22337 

SOUNDS, 19786 

SOUTHWORTH,H.,237-40 

SPATZ,H. ,537,1694 

SPATZ DISEASE, 1688 

SPECTACLES see Glasses 

SPEERT,H.,5157 

SPENCER,E.W.,26939 

SPHINCTER MUSCLES, vesical,1696 

SPHINGOSINE,25487 

SPIEGEL,J.P. ,1052 

SPINAL CORD, physiology 32725 

SPIROCHAETA pallida ,20479 


SPORTS see Athletics 

STAATLICHE INSTITUT f. experimentelle 
Therapie, Frankfurt 28951 

STABLEFORTH,R.H. ,23238 

STAINS & STAINING,2045,30014 

STAMM, Solingen ,34019 

STAPHY LOCOCCI,1702 

STAWICK,E.C., ,27197 

STEIN,W.H. ,5881 

STERILIZATION, sexual ,4283 

STERILIZATION, surgical,2452 

STERILIZERS, 18638 

STERLING,K. ,22749 

STERN, S. ,22147-8 

STEVENS,R.R. ,23220 

STIBINE see Antimony 

STICKL,O.,1696 

STOCK,W.,1696 

STOCK & SOHN, Marburg,28951 

STONE,W. ,9555 

STORZ, Tuttlingen,34019 

STOTZ,E.W. ,4230 

STREPTOBACTERIUM plantarum ,25636 

STREPTOCOCCI,1702 

STREPTOMYCIN, 19278 ,19285,19296-7 ,19299 

STREPTOTHRICIN, 19299 

STRUGHOLD,H.,4340 

STRYCHNINE, 11342 

STUBBS,J.,9519 

STUDENTEN BLUMEN,22461 

STUDNITH,G.,22461 ¢ 

SUBMARINES 22954; hygiene,23070,31613 

SUDHOFF ,R.W. ,227 ,249 

SUKALO,L.H.,11390 

SULFADIAZINE, 19278 ,19285,31693-4 

SULFAPYRIDINE, 1684 

SULFATHIAZOLE,9569 11438 

SULFHYDRYL COMPOUNDS ,6261,20792 

SULFIDES ,6261 

SULFITE,201 

SULFOCALCIUM, 2447 

SULFONAMIDES, 1683-4, 1696, 1698 ,1702,1711, 
1721,6942 13668 ,28951,31614 

SULFONES,1721,19629 

SULFUR, radioactive ,5917 ,5930 

SULFUR DIOXIDE, 6374 

SULZBERGER,M.B. ,5491-3 ,5877 

SUPREME COMMANDER FOR THE ALLIED 
POWERS, 27087 

SURGERY, in Germany ,1686 ,1696 ,2446 ,4286 4331, 
6666; plastic ,2446 4331 

SURGICAL INDUSTRY in Germany ,536,2448-9, 
2452 ,2456-7 ,2459-60,3872, 13810, 15413 ,34019 

SUTURES ,2452,12762 

SWANSON,R.W. 5520 

SWEATING,5157 

SWEENEY,H.M. ,5137 

SYNCOPE,1139 

SYNTROPAN, 1676 

SYPHILIS ,1694,20479; serodiagnosis, 1688, 
15763 

T-13 OIL, 18957 

TABANIDAE,23301,23851 

TARNOWSKI,G. ,1696 

TATUM,H.J.,9522,9528 

TAYLOR, F.H. ,7916 

TEAR GAS see Chloroacetophenone 

TEETH, 1694 36423 

TEMPERATURE,31274,39034 

1070 see Chloroethyl sulfide and related war 
gases 

1080 see Fluoroacetates 

TENDONS ,22662 28568 

TENTS ,28787 

TEPPER,J.,11347 
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TEPPERMAN,J.,23849 
TETLATIN BUSH,25525 
TETRAHYDROFURAN see Furans 
TETRAMINE, 11379 ,20790 
TETRATHIONATES 20792 
TETRYL,37801 
TEUFEL,Stuttgart ,2448-9 2459 13810 
TEXTILES,3871,3887 ,5109 ,12616,12635,13810, 
17554, 18957 ,22337-8 ,22341; insectproofing, 
19258 ,23043 
TEXTISEPT 23595 
THALLIUM, 4044 
THEBAN BLUE,2045 
THEOPHYLLINE, 1688 
THERMISCHE ATEMSCHUTZ, 1698 
THERMOMETERS,31274 
THIAMIN, 2447 ,19292.22455 
THIAZO-ALCOHOL, 2447 
THIO COMPOUNDS, 1683 
THIOCYANATES, 11326 
THIODIGLYCOL, 1698 ,6276 
THIOGLYCEROL,9515,11386 
THIOL COMPOUNDS see Mercaptopropanol 
THIOSORBITOL,23850 
THIOURACIL,31689 
THIOUREA, 11332,20788 ,31267 ,31689 
THOMPSON, H.W. ,247 
THOMSON, J.F.,4197 
THORAX, surgery,4331 
THROAT, infections, 1684 
THROMBOANGIITIS, pathology, 1694 
THYMUS, pathology,31275 
THYROPROTEIN, 27620 
TIBATIN, 1683 
TICKS, 1684 ‘ 
TILDON,J .F.,27566 
TIN, substitutes ,18832-3 
TISSUE, chemistry ,6521,6533; pathology,11345; 
radio-autography ,6521 
TL-146, see Chloroethy] sulfides and related war 
gases 
TOBIAS,J.M. ,9421,9519 
TOENNIS,W.,2446 — 
TOLIDINE, 11343 
TORBOHN,E.W. ,5934 
TORULA,201 
TOURNIQUETS, 18635 
TOXICANTS see Gas,poison; Poisons 
TOXICOLOGY see Poisons & Poisoning 
TOXIN, 19288-9 ,19291,20819 
TOXOID,11347 
TRACHEA, pressure,9522 
TRAINING MATCHES,4509 
TRASENTIN,27618 : 
TRAUMA,22968 ,22973-4 22982 
TRENCH FEVER,22446 
TRICHINOSIS, 1688 
TROPICAL MEDICINE,8579 ,15166,18640, 19102; 
in Germany,1684,1718,2045,3430; in Japan, 
31614; institutes 1684 ,3430 
TROPICS, hygiene & sanitation,1684,9513-4, 
9558 ,15163-5,36979 
TRUMPER,M. ,22972 - 
TRYPANOSOMA, 1684 
TRYPANOSOMIASIS, 15166 
TSACEN, 1676 
TSUTSUGAMUSHI DISEASE,23059 ,31967 
TUBERCULOSIS, 1101,1702,19629,31614 
TULAREMIA, 1698; bacilli,19280-1,19290, 
19292; experimental,19282; immunity, 
19279 
TUMORS, 1684,1688 ,37789 
TUNNERHOFF, 1686 
TURKEY RED OIL,6295 


TURNER,J.M. ,23037 ,23060 
TYPHOID, 1684, 1696 
TYPHUS ,244, 1684 , 1688 ,1702,15166,20503 ,22446, 
23059 31967 
TYROIT,R.,1684 
TYROSINE, 1676 
TYTELL,A.A.,11347 
TYTELL,A.G.,11347 
UDALL,R.H. ,9553 ,18625 
UHLE,C.A.W. ,963-4 
ULCERS, 1686; war ulcer ,4331 
ULIRON see Sulfonamides 
ULTRAVIOLET RAYS 23041,23070 
UNDULANT FEVER, 1684 ,1702,5520,19283 
UNITED STATES 
Army,19183 ,27084 
---Chemical Warfare Service,19258 
-- Committee for the Technical and Scientific 
Investigation of Japanese Activities in 
Medical Sciences, 13804 
-- 5250th Intelligence Co. ,Tokyo,18631-8, 
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